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From Us to You 




As revolutionary as a turnip 

The object of revolution is freedom. 

The turnips and other veggies in our gardens free us by giving us independent, 
home-grown food. Nothing is as good tasting, as inexpensive, or as good for us 
as the food from our own garden. Turnips free our planet by graciously 
participating in Mother Nature’s ecological dance. Turnips don’t pollutel 

Growing our own food is revolutionary, both for us and for our planet. And food 
is just one specific form of energy which we daily require. 

Energy can now be grown at home, just like our gardens. Tens of thousands of 
homes worldwide are now effectively powered by independent solar, wind or 
microhydro systems. These “energy gardeners” reap the freedoms of a reliable, 
cost-effective renewable energy source. Our planet is freed of the nasty messes 
associated with oil, coal, and nukes. Renewable energy systems don’t pollute! 



It’s going to take some time for the word to get around. After all, don’t expect 
either turnip or energy salesmen to let you know you can grow your own. So ask 
your friends, ‘‘Did you know that a solar panel is as revolutionary as a turnip?” 



Richard Perez for the Home Power Crew 
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Above: Sunlight is converted directly into electricity by sixteen photovoltaic modules providing over 3,500 watt-hours 
of power daily. This home is grid-connected and has cut its power bill by by 66%. 



Adventures in Solar Land: 
one man’s story 

Alan Sailer 



I ’m a cautious, one-step-at-a-time kind 
of guy. A person who pulls Band-Aids 
off bit by bit and checks the water 
carefully with a toe before slowly 
wading into the pool. So, how did I end 
up here, writing under the light of a 
solar-powered light, in a solar powered 
house only fifty miles from downtown 
Los Angeles, right in the center of 
gridland? This solar stuff is for ex- 
hippies living in the middle of Eden, 
right? It all started with the used 
QuadLams that I saw on sale about two 
years ago. What a great way to check 
out solar power — start small, learn the 
ropes, and expand in slow, cautious 
steps. 



©1994 Alan Sailer 

Next, of course, I needed to get a charge controller, a 
few little batteries, and a tiny inverter. Just enough to 
power my stereo and a few lights, yeah, slow and 
careful, that’s me. I really didn’t plan on seeing that ad 
for a discounted, complete solar power system, only 
ten times larger than any of my original, logical plans. 

So now, uncharacteristically, I find myself up to my 
neck in untested waters. Only, the water is warm, clear, 
and very pleasant. What’s it like, you ask? Read on. 

On a Clear Day You Can See the Sun Forever 

After paying for the hardware and storing the pieces in 
the garage, my first question was.. .where? Light is the 
first priority. By using a Solar Pathfinder I was able to 
greatly simplify the search for an ideal panel location. 
The Pathfinder allows you to see, at a glance, what the 
ratio of shadow to sun will be, in any given location, 
over the entire year. I was able to rule out roof 
mounting due to several well-placed trees. Other 
promising locations proved to be too sun-proof. Finally, 
a slope top site about fifty feet from the house proved 
to be near perfect, with over 90% of those golden rays 
hitting silicon. As a great bonus, the slope runs along 
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an ideal east-west line, so that it faces due South. 
Eureka! 

The location also helped dictate other aspects of the 
system design. Originally, I was planning on putting the 
batteries, charge controller and the inverter in the 
garage, with the solar panels on the roof. However, the 
distance between my ideal solar site and the garage 
was over one hundred feet — too much #2 copper wire 
for my budget. Since higher voltage means lower 
amperage, the next step was obvious: build the entire 
system on the top of the sloped hill and transfer the 
final 120 vac product down to the house. This lowered 
my wire requirements to fifty feet of #10 gauge, and 
cost much less money. 

Stand By Me 

The system that I am using at this time is the so called 
“stand-by” system. When I purchased the panels and 
batteries, I understood that they would not put out 
enough power during the winter months to supply all of 
our electrical needs (about 4 to 5 kilowatt-hours per 
day). So I decided to run the house on a mixture of grid 
and solar energy. Planning the mix took some time. I 
did not want to rewire the house, so all my planning 
took into account the existing ac wiring scheme. First, I 
inventoried all the ac outlets, 33 in all, by plugging a 
loud radio into each outlet and flipping circuit breakers 



until I heard silence. Each outlet is connected to one of 
ten sub-circuits or branches (each branch has its own 
circuit breaker in the main service entrance panel). 

After mapping out each plug to its corresponding 
branch, I had to decide which branches should be solar 
and which should stay grid. Three troublesome 
appliances helped make the choices: a table saw, a 
laser printer, and the refrigerator. 

The table saw was ruled out because of its high 
starting current, estimated at 60 to 70 amperes, or 
8000 watts. The Trace 2524 inverter is rated to jump- 
start about 6000 watts, a good figure, but not enough. 
The inverter might be strong enough to soft-start the 
saw, but I decided that I didn’t want to challenge the 
inverter with this load. 

As for the printer. Trace does not recommend powering 
laser printers using their modified square wave inverter. 
Someday, someone is going to explain just what the 
problem is with thyristor input power supplies on laser 
printers! 

Finally, the refrigerator is a notorious “non-solar” load. 
Since they run twenty-four hours a day, they often 
represent the single largest load in most households. 



Below Left: Laurel Sailer and feline friend amid the photovoltaic modules. 
Below Right: Alan Sailer. 
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Above Left: This system uses a power shed where the equipment is located remotely from the home. 
Above Right: This small shed houses the batteries and inverter in separate, ventilated and insulated enclosures. 



So, after a lot of figuring and fussing, I decided that five 
out of the ten existing branches would go solar. Grid 
back-up, in case of inverter/battery failure or bad, 
cloudy weather, is provided by two transfer relays that 
convert the house from half solar/half grid to all grid. 
When the switch to grid is made, the Trace inverter 
goes into battery charger mode. I also use this feature 
to equalize the battery bank every few months. 

One final piece of luck was that the refrigerator ended 
up right between a solar plug and a grid plug. So, in the 
summer, when power is plentiful, I drink solar cooled, 
homemade (but that’s another story) beer! 

The Shack that Jack Built 

Batteries are lead-heavy. Handling the load of sixteen 
Trojan 220 Amp-hour batteries is a six inch thick, wire 
mesh reinforced concrete pad. The walls are standard 
2x4 frame construction, plywood outside, drywall inside 
with fiberglass insulation between to help keep battery 
temperatures below SOT. The batteries sit on a wood 
platform insulated with styrofoam. This minimizes the 
thermal gradient between air and the cool concrete 
floor, protecting the battery life. 

The inverter lives in its own compartment, with a wall 
keeping hydrogen gas out. All the seams on this wall 
were well sealed with silicone rubber caulking for the 
same reason. Solar ac from the inverter travels to the 
house down #10 stranded wire inside a buried PVC 
pipe. (Stranded wire is much easier to handle and pull 
through conduit — it’s worth the extra price). At the 
house, two double pole, double throw relays and an ac 
sub-panel divide the house between grid and solar. 

Excess space in the building is used to store 
emergency water, food, and supplies. We live in the 
center of earthquake country and most water is 



imported to Southern California. I am a far cry from a 
dyed-in-the-wool survivalist, but I will admit to fantasies 
of having the only lights on the block after the Big One 
hits. If my little solar shack is still up and running. I’ll 
treat the neighborhood to a cup of solar brewed coffee. 

Frames for the sixteen solar panels were constructed 
from one inch angle iron, drilled and tapped for %-20 
hardware. To help prevent galvanic corrosion between 
the aluminum module frames and steel supports, I 
isolated the two metals by using nylon washers. Before 
the modules were bolted in place, the frames were not 
very solid, but the final assembly is quite rigid. 

The climate in Southern California is mild compared to 
many areas, so I don’t recommend this style of 
construction for everyone. The worst weather these 
arrays have seen is 40 mph Santa Ana winds, which 
caused no problems at all. 

The sixteen Hoxan 4810 panels are wired series- 
parallel in groups of four, to make a 24 Volt, six Amp 
array. Four arrays make up the power producing end of 
my system. On sunny days, I see a little over 24 Amps 
going into the SCI charge controller, so all that silicon 
must be doing its stuff according to specification. 

I am still puzzling over the operation of the SCI charge 
controller. It appears to be working to specification, but 
does not easily bring the batteries up to full charge 
(specific gravity 1.265). On a typical sunny day, the 
controller stops full charge rate before noon and goes 
into float mode. At this point, the batteries are at a 
specific gravity of 1 .250, which is not fully charged. All I 
can figure is that the design is meant to avoid any 
battery overcharge and excessive gassing, but I feel 
like it is wasting useful sunlight. 
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Above Left: A view of the PV modules’ mounting structure. 

Above Center and Right: When installing solar electric systems its 
helpful to have an experienced and able assistant. 

The solar regulator and circuit breaker disconnects are installed in an 
exterior NEMA box, with the solar panel wiring coming in from downward 
facing conduit bend (keep that rainwater out!) 

Ma Bell Meets Solar Man 

One unexpected byproduct of my new solar conversion is the inverter 
noise on the telephone wire. In hindsight, it is obvious that a modified 
sine wave inverter would put out a rich supply of harmonics above the 
basic 60 cycle waveform. About 30% of a modified sine wave is 
harmonic power. The harmonics that fall into the telephone systems 
operating frequency range (200 to 3000 Hz) can transfer onto the phone 
line and cause noise. In other words, inverter harmonics can couple onto 
the phone line and cause audio interference. 

On my phone line, the interference sounds like a fast metronome clicking 
when the inverter is in search mode (i.e., the inverter is off, but waiting 
for an appliance or light to turn on). When the inverter is operating, the 
clicking noise turns into a steady buzz. 

Getting the Buzz Out 

Fixing the inverter buzz took some detective work and about six hours of 
rewiring. By crawling around in the attic, I found that the phone lines 
needed major rerouting to avoid picking up interference from the inverter 
supplied 120 vac power wiring. As you can see from the diagram, the 
phone lines made a giant loop around the house, crossing the 120 vac 
power lines no less than ten times. The solution was easy since we 
decided that four phones were two too many. If we had retained all four 
phones, then the job would have been much more difficult — requiring 
rewiring and shielding all the phone lines. 

The rewired phone line serves on the Den and Bedroom #1 . The one 
new wire was carefully routed to avoid all 120 vac lines, but the phone in 
the Den still buzzed. Defeat? No. After replacing the Den phone (a cheap 
phone sensitive to interference) with a new $30 phone, the problem 
vanished. Now the only buzz is the busy signal or the dial tone. What a 
relief! 
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A schematic of Alan Sailer’s RE System 
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Who, What, When, Where.... 

Why make the solar plunge here in the middle of 
Edison land? It wasn’t to save moneyl Everything I 
read indicated solar watts would outcost grid watts by 
over two to one. 

First, all the techno-dweeb learning that goes into 
building/installing solar systems is fun. I love working 
with my hands, making something new. From pouring 
the base for my solar hut to welding the frames for the 
panels, I got to do many things for the first time. If you 
like coming up with unique and creative solutions to 
mechanical and electrical problems, setting up solar 
power is great. 

Second, I have been feeling frustrated for a long time 
reading about the environmental crisis facing our 
species. I don’t want to get involved with politics and 
meetings trying to change the system, so I took the 
green statement, “Think globally, act locally” to heart. 
How much more local can you get than your own 
backyard? 

Finally, I just plain like the sense of self-determination 
that solar power gives me. I am responsible for the 
safety and continuity of my solar power. My solar 
panels are like electric jewelry, always worth their 
weight in electrical power. If I ever get mad at the grid 
masters, the solution is sitting in my backyard. 

What’s Next, Doc? 

Yes, I’m not one to pull Band-Aids off with a clean jerk 
or jump head first into the swimming pool. Caution, 
check twice, and then do it. Now that I’m halfway into 
the solar world, what’s next? For me, the plan is to get 
my energy production and energy consumption to meet 



System Cost 



Item 


Cost 


% 


16 Hoxan 4810 PV Modules 


$4,320 


57.6% 


Trace 2524 Inverter 


$1,360 


18.1% 


16 Trojan 220 A-h, 6V Batteries 


$1,152 


15.4% 


House Wire, Breakers and Mains 


$300 


4.0% 


Battery HouseAA/ire 


$150 


2.0% 


SCI model 2 Charge Control 


$120 


1 .6% 


Module Frames 


$100 


1 .3% 


Total 


$7,502 





halfway. As far as lowering energy consumption — 
replace the Kenmore refrigerator with a Sun Frost, and 
two, buy more compact fluorescent lights (right now I’m 
about half incandescent). Energy production is easy: 
more panels, more batteries, and a second inverter. 

Longer term. I’d like to get a sine-wave inverter and 
build a mini-solar electric sub-system for the stereo and 
VCR. As for transportation: maybe enter the electric 
car world with a Eco-scoot style electric moped. 

Intangibles 

What makes a canvas, covered with daubs of oil color, 
worth millions? Is the electricity from the sun worth the 
elevated price of admission? Yes, and both for the 
same reason — intangibles. Like watching the 
unchanging, slow spin of the grid meter as we turn on 
one light after another. Or reading a good book by the 
stored light of the sun, which long ago fell below the 
horizon. 
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During summer, our solar electric supply is running 
ahead of demand. I never made a load survey of our 
house (too lazy), just divided my monthly electric bill by 
days to come up with kilowatt-hours per day. At this 
time, my major solar loads are lighting, some tools, and 
the refrigerator. Non-significant loads are the vacuum 
cleaner, electric lawn mower, and the sink garbage 
disposal (used less and less with composting). I plan to 
add the microwave oven and possibly the washer/dryer 
at some future date, depending on how much current 
these appliances draw. We never did use a lot of 
electricity, but our electric bill has already fallen from 
about fifteen dollars to five dollars per month. (The 
local rate is about 10 cents per kilowatt-hour). 

And what about those original QuadLams, the idea that 
started it all? Still in their box, up in the attic. Wasted? 
No, I think not. They got me started and I’m very happy 
where I’ve ended up. 

Access 

Author: Alan Sailer, 2299 Nequist, Camarillo, CA 
93010*805-987-6003 m 



A Shakey Final Note 

The Noiihridge Quake of January 17, 1994 was 
centered less than fifty miles from our home. 
Although it caused little damage to the houses 
in our town, the quake did cut out electricity 
for the entire area. For obvious reasons we 
did not notice that the utility power had failed 
for over an hour. Our neighbors noticed and 
several stopped by to check out our solar 
oasis of light. By this time. Laurel was 
handing out inverter-brewed coffee to all our 
visitors. Several asked about solar energy as 
they sipped. All in all, a small (but good) 
demonstration of the benefits of energy 
independence. 

Alan Sailer 
10 June 1994 
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BP SOLAR 75 WATT MODU LES 

Highest Performance* Highest Efficiency 

British Petroleum has a reputation for 
making the best solar modules in the 
world. They are now available in the U .5. 
They are made with 36 single- crystal 
silicon cells, anodized aluminum 
frames and a hinged junction box with 
built-in bypass diodes. 

This is a true industrial-quality 
module at the price other 
manufacturers charge for their 
lower quality economy modules. 



11-325 BP Solar 75 Watt Module $450 



Do You HaveACopyOf Our Catalog And Design Guide? 

Send $3.00 to get 112 pages full of design and product information on 
solar, wind and water power, inverters, batteries, lights, fans, motors, 
controls, appliances, water heaters, composting toilets, books and much 
more. If you have purchased anything from us in the past two years, you 
will get a catalog automatically. 
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Hi^ Power Battery Charger 
12 Volts at 100 Amps 
or 24 Volts at 50 Amps 

These chargers were made for the 
defense department in 1964. The 
original cost was over $1200 and they 
are brand new, sti 1 1 i n thei r ori gi nal 
packing. They operate from 120 or 
240 vac. A large knob on the front 
adj usts the actual output voltage and 
i ncreases the chargi ng current. 

Voltage and current can be ' 

monitored with the large meters on the front panel. 






This charger can charge at 100 amps at up to 18 volts, making it 
ideal for nickel-iron and nickel-cadmium batteries. If you need a 
heavy duty charger for operation on generators, this is a great 
deal ! Output cables are not provided, order them separately. 



Specifications: Input Current (max): 24 amps @120 vac, 14 amps @230 
vac. Output Current (max): 100 amps @ 17.5 VDC, 50amps@35 VDC. 
Voltage Range: 11.5 to 17.5 VDC or 23 to 35 VDC. Dimensions: 23 1/4”H x 
19 3/ 8”W X 13 1/ 8”D. Weight: 160 pounds. 

40-120 Battery charger $450 Shipped fra^t collect 



Alternative Energy Eng neering, Inc., P.O.Box 339-HR Redway, CA 95560 
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B&yond Power Contmt 

Combine the safety of U.L. listed 
components with the 
technological power of 
OmniMeter. Add super heavy duty 
design and you get a better 
renewable energy power center. 

These are OUR basic features. 

Compare against ANY other power center. 

V 200 amp inverter circuit. 

V 100 amp charge controi. 

V Fuii microprocessor supervision. 

V Aii U.L. iisted power carrying components. 

V Seif adjusting for 12 - 24 - 36 VDC. 

V includes six circuit breakers. 

V No “idiot tights”. Get real information in 
plain English. 

V Includes full metering of amp-hours, KW- 
hours, amps, volts, 4 channel data logging 
and much more. 

V 100% digital, no trimpots, no guessing! 

V 100% complete, nothing extra to buy! 

V To calibrate or adjust other power centers you need a voltmeter, screwdrivers, an 
instruction manual and technical skill. If you can operate a microwave oven, you 
can custom adjust ANY part of Infinity - 6, all from the digital front panel! 

Call for free color brochure or the dealer nearest you. 
More power center...less money! 

DEALERS! Call now for your introductory 14 price speciai! 




Made in USA 



Sun Selector 



3701 Murdoch Ave., Parkersburg, WV 26101 USA (304) 485-7150 (304) 422-3931 FAX 
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HOMEPOWR on the Internet: 

Newsgroup, Archives and 
Mailing-List 

Don Kulha 

©1994 Don Kulha 

F or three years a wide-area 

conference named HOMEPOWR 
on renewable and home-scale 
energy systems has been offered on 
the FidoNet™ computer bulletin board 
system (BBS) network. HOMEPOWR 
promotes discussion of alternative 
energy and it’s use. This conference 
has been quite successful and is 
carried by over 1 80 computer BBS 
systems in the U.S., Canada and 
Australia. It is also downlinked to BBS 
systems across North America via 
satellite by the “Planet Connect” 
system. As great as all this is, there are 
still many people around the world who 
would benefit from this information and 
who can’t link in. 

In order to bring about global discussion of renewable 
energy we’ve formed a new USENET newsgroup on 
the Internet, “alt.energy. renewable”. The Internet is a 
global network via which over 20 million people can 
exchange messages, mail, and files. The current 
HOMEPOWR conference will be merged or “gated” to 
this new Internet conference. It is available now at 
many news sites. It may be necessary to ask the 
administrator at the Internet site you access to carry it. 

An alternative means of participation is via the 
newsgroup almanac or “mailing-list”. If you send a 
message to the almanac server and subscribe to the 
almanac copies of all messages posted to it will be 
forwarded to your Internet mail address. In turn 
messages you send to the almanac will be posted to 
the newsgroup and copies sent to all almanac 
subscribers. 

To subscribe, send an email message to: 

almanac@twosocks.ces.ncsu.edu On the very first 



line of the body of your message type (all lower case) 
“subscribe renew-energy” (don’t use the quotation 
marks). Once you are subscribed, the almanac server 
will send you mail once a day containing any new 
messages posted to the conference. Once subscribed, 
you can post new messages by sending them to 
“renew-energy@twosocks.ces.ncsu.edu”. 

All messages posted to the newsgroup will be archived 
and stored at “sunSITE.unc.edu” and are available via 
gopher, telnet or FTP in the directory: 
“pub/academic/envlronment/alternatlve- 
energy/energy-resources/dlscusslon- 
groups/newsgroups/alt. energy. renewable”. We 
have also placed back issues of Home Power 
Magazine there as well as many other energy related 
files. The Sunsite archives contain a wealth of 
information on many subjects including environmental 
and sustainability issues. 

We’re doing our best to make this information and 
these conduits of communication readily accessible to 
the global community. By doing so we leverage and 
increase its value enormously. We look forward to 
seeing you on the net and together working to build a 
more sustainable and appropriate energy future. 

Many thanks to the folks who have helped us bring this 
project to life: the Home Power Crew for their 
inspiration, support, and the great information they 
have shared; to Lawrence London who helped get the 
new newsgroup launched on the Internet, made 
arrangements for the almanac server and has posted 
the information we’ve sent him to the archives at 
sunSITE; to Michael Welch at Home Power BBS; and 
to the administrators of the sunSITE system at the 
University of North Carolina for providing access to and 
space for the file archives. Finally our thanks to the 
many participants of the HOMEPOWR conference who 
have shared our vision and helped us grow a vital 
online forum. 

Access 

Author: Don Kulha, HOMEPOWR Moderator, Sonoma 
Online BBS @ (707)545.0746 (4 lines, 24 hrs @ 
V.32bis) or via the Internet: dkulha@crl.com 

Lawrence London (llondon@sunslte.unc.edu) for 
questions regarding the almanac mailing list and file 
archives at sunSITE 

Home Power BBS @ (707)822.8640 (2 lines, 24 hrs @ 
V.32bis) ^ 
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Renewable Energy Survey 




Renewable energy needs your input! 

Please fill out this survey and mall it in! 



ome Power is conducting a 
survey about energy satisfaction. 
We are interested in how you get 
your energy and how satisfied you are 
with your energy sources. We are also 
interested in how you view the future of 
renewable energy. 

Please note that the energy consumption figures in this 
survey are expressed in kilo-Watt-hours per day. If you 
buy your power from a utility, then this information is 
printed on your power bill as KWh per month, so divide 
by 30. If you live on renewable energy, then we 
understand how difficult it is to measure power 
consumption, so please provide us with your best 
estimate. 



The back side of the survey form asks you to rate your 
preferences about the future ownership of renewable 
energy. 

We will tabulate this data and report on the survey in 
the October / November 1994 issue of Home Power 
(HP#43). Your name and street address is not 
required, but please include your zip code (inside USA) 
or country (outside USA). The information gathered in 
this survey will not be sold, but provided free of charge 
to all who are interested. This survey is not connected 
with, or paid for by, any utility or utility group. 

We at Home Power have some very definite ideas 
about “who owns the sun”, and we would like to know 
your opinions. Thanks for making your voice heard, 
and for helping out. 

Richard Perez for the Home Power Crew 
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Systems 



Retirement 
Off the Grid 

Don Reichenbach 

©1994 Don Reichenbach 

R etirement is something we all talk 
about, but seldom do anything 
about. I was no different. 
Retirement always seemed like it was 
so far away and there was still plenty of 
time to make preparations. Well, let me 
tell you something, “T’ain’t So!” 

My wife Pat and I had good jobs which put us in the 
upper middie income bracket. We iived the “good iife”, 
which now too often means, doing most of the things 
you want to and buying whatever strikes your fancy 
with nothing ieft over for the future. We were heaviiy 
invoived doing just that when suddeniy Pat’s company 
ciosed their piant and gave her the option of eariy 
retirement or reiocation. She accepted the “eariy out”. 

Facing Facts 

We faced the facts — our income was drasticaiiy 
reduced as Pat’s pension amounted to oniy a fraction 
of her former saiary. I stiii had two years to go before I 
couid retire. Worst of aii, we had put nothing away for 
the future, which was suddeniy staring us right in the 
face! We had to make some decisions immediateiy! 

We sat down and took stock of our assets — seven 
and a haif acres of vacant iand way out in the 
“boondocks” in the Kern River Vaiiey which was paid 
for, ten additionai adjoining acres on which we owed a 
modest amount, Pat’s severance pay, some income 
tax refund money, and finaiiy, an overwheiming urge to 
“get away from it aii.” The fact that we oniy had two 
years to do what we shouid have been doing for the 
iast twenty years urged us on. 

First Things First 

We agreed that water was the singie most important 
ingredient that we iacked. We contacted a iocai weii 
driiier. He informed us that he wouid be happy to driii 
our weii for the miseriy sum of $21 .50 a foot pius the 
cost of the pump, piumbing, and permits! We were 
momentari!y staggered, but with the knowiedge that 
most weiis in our area were producing water at about a 




Above: Don and Pat Reichenbach with their 44 year 
oid tractor named Ciyde. 



hundred feet we decided to go for it. You guessed it! 
Three hundred and twenty-seven feet and a severe 
case of jang!ed nerves !ater, we were the proud owners 
of an expensive hoie in the ground that produced a not 
very impressive seven gaiions a minute. 

We now had a weii, which had cost about twice what 
we had pianned on, but stiii no way to get the water out 
of the ground. Knowing that on our budget, commercia! 
power was out of the question, i set out to iearn about 
generators. About a hundred teiephone caiis and three 
books iater, i had decided that we shouid go diesei. I 
soon found out that deciding was easier than finding a 
suitabie generator that we couid afford. Our broker 
mentioned that he had a 1984 six thousand watt Onan 
diesei that was stiii in the crate and, because it was six 
years oid, aithough unused, he wouid iet me have it for 
$3,400. By that time I was desperate so i did not even 
haggie. That turned out to be one of the best 
investments we made! We now had water. One of our 
neighbors agreed to buiid a pump house in exchange 
for an oid traiier. 

Getting Ready 

We now started pianting trees. We hoped the trees 
wouid be big enough by the time our mobiie home was 
sited, two years hence, to provide some sembiance of 
an oasis in the otherwise rather sparse iooking 
environment. We made the 200 miie round trip every 
weekend to water our newiy pianted forest. After the 
second trip we reaiized that it was not often enough nor 
couid we afford to keep doing it aii summer. Pat 
voiunteered to spend the next two summers camping 
out in our motor home to do the watering and dea! with 
the county authorities about permits and things, it 
turned out that the watering was the easy part! 
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Above: The pump house with PV modules on its roof, 
and the water storage tank. 



Going Solar 

It didn’t take long to realize that we couldn’t keep 
starting the generator every time we wanted to water or 
even to get a drinki That meant a storage tank and 
some pressure tanks — more expensesi After the 
tanks were installed, we still had to transfer the water 
from the storage tank to the pressure tanks. This is the 
point at which we started to go solar. 

We already had two ARCO M78 photovoltaic modules 
that we had purchased one time when they were on 
sale. I called the folks at Flowlight and they 
recommended their Booster Pump. When the pump 
arrived I installed it according to their instructions, using 
a standard fuse box with 20 Amp slow blow fuses. I 
installed the panels on the roof of the pump house and 
connected them with #10 gauge wire to a 15 Amp SCI 
charge controller and thence to a pair of 220 Amp-hour 
6 Volt Interstate golf cart batteries. The only “frill” was 
an ammeter I put in so I could tell by the increased 
amperage of the pump when I needed to change the 
pump’s filter. Pat almost single-handedly dug the 
trenches and laid the water lines to the house site. We 
could now turn on a faucet and get water without 
having to start the generator. The path was open for 
the next phase of our plan — securing the permits and 
starting on the site preparation. 

Legal Access 

The whole next winter and part of the summer was 
spent trying to satisfy the authorities’ requirements for a 
“legal access”. Although our road has appeared on 
Bureau of Land Management maps for the last 33 
years, the county would not recognize it. Check closely 
for “legal access” before you buy property or you will 
find out first-hand how much of a hassle it can bel 



Retirement 

Retirement was suddenly only a month away, so we 
put our home up for sale. We hoped to realize enough 
profit on the home’s sale which when combined with 
my accumulated vacation pay would allow us to pay 
cash for our retirement home. Our whole strategy 
depended on this — by taking early retirement my 
pension would not be large enough to make mortgage 
payments. My retirement day finally came, and as luck 
would have it, the house sold very shortly thereafter. 

As is usually the case, we didn’t make quite as much 
on the house as we had hoped, nor did I get as much 
as planned in vacation pay. Nevertheless, we took 
cash in hand and went to see a local mobile home 
dealer. We picked out a very modestly priced two 
bedroom, two bath home with no extras other than the 
“desert pack” insulation and double pane windows. It’s 
truly amazing how much things like dishwashers and 
garbage disposals add to the price of a home. We were 
very fortunate to get a salesman who was able to 
understand that when we said that we expected to 
have this home installed on our site, ready to move in 
for the stated price with no ups, we really meant it. I am 
absolutely positive that there were unexpected costs, 
but knowing that he would lose the sale if he passed 
them on, he chose to absorb them. There really are 
honest salesmen who keep their word out there, it’s 
just hard to find them sometimesi 

Moving In 

Within three weeks we moved into our new desert 
home. At first it was like camping out, only with a bigger 
tent. We had no power at all. We used kerosene lamps 
and flashlights at night and listened to the battery 
powered radio. I traded with a neighbor and obtained 
an old generator (emphasis on old, I believe it must 
have been the backup unit on the Mayflower). Anyway, 
I hooked it up to the house and we had power on 
demand, every so often when it chose to run. Looking 
back, I guess it wasn’t all bad, as I learned an awful lot 
about fixing ancient generators. 

Solar for Real 

Electric lights and TV aren’t really necessary, but we 
craved them, so once again it was time to go solar. Pat 
worked for a while at a new restaurant in town and we 
had saved all of her earnings so we were able to buy 
enough to get started. We purchased a set of ARCO 
QuadLams, another SCI 15 Amp controller, and a pair 
of Trojan 220 Amp-hour 6 Volt batteries. I mounted the 
QuadLams on a home-made rack in the front yard and 
ran #1 0 gauge wire to the controller in a weatherproof 
box next to the house. The same box also contained a 
fuse panel from an old truck out of the wrecking yard. 
This panel allowed me to fuse each line into the house 
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individually. The batteries were contained in a separate 
insulated, vented box next to the controller. This setup 
powers three 12 V fluorescent lights, an antenna 
booster, a 12 V color TV, a Citizen’s Band two-way 
radio, a scanner, and a stereo radio. We were now 
living in comfort. 

We have since added another ARGO M75 PV module 
to the pump array because we have planted so many 
more trees that the booster pump needed more power 
to keep up. We have also added three ARGO M75 PV 
modules to the house array to accommodate a 
Statpower Pro-watt 250 inverter which powers a 19 
inch color TV and my word processor. I figure that we 
have about $2,100 invested in our solar equipment. 

Summed Up 

It is possible to retire “off the grid” and live comfortably 
even if you don’t plan ahead, but believe me it’s going 
to be much easier if you do some advance planning. 
There is more to it than I have been able to mention in 
this article, so feel free to contact me. If I can help you 
in any way I will be more than happy to try. 

Access 

Author: Don W. Reichenbach, 30121 Hwy 178, PO Box 
24, Onyx, CA 93255 • 61 9-378-481 1 




Solar Electric Systems 
and 

RENEV\iABLE ENERGY 
DESIGNS 

Experienced, Licensed Design, Sales and 
Installation of Alternate Energy Systems 

Authorized Distributor 

PHOTOCOMM Inc. 

Kyocera ‘Trace 
Ananda Power Centers 
W attsun 

Plus all major Brands 



Specialists in "TURN -KEY" Hybrid PV Systems 

CAD DESIGN SERVICES • LIC EN SED ELECTRICAL CO NTRACTO R 





Johnson Electric Ltd. 
2210 Industrie Dr. Bldg-A 
Montrose, Colorado 81401 

303 - 249-0640 




Introducing the NEW Wind Turbines from the Technology Leader 



"V" 



Southwest Windpower's 
brave new technology 
makes windpower 
as simple and versatile 
as PVs. 



Discover our powerful reliable furling design. 

Now available in both affordable two-bladed models and 
our NEW smoother & quieter three-bladed model. 



5 02 and 
NE\A/ 




Modular 
units match 
your power 
requirements 
Silent operation 
Simple rooftop 
installation 

^ PATENTS PENDING 

©1994 Southwest 



W ind power 
Flagstaff, AZ 




Patented Pivoting Action. 

Windseeker^'^ begins 
charging at 4-5 mph & 
maintains 85 % of fuii 
power even in winds 
exceeding 120 mph. 

PATENT #4,787,939 



SOUTHW 



W IN DPOW ER 



Advertising Design 



Flagstaff, AZ 



Wind technology made simple. Call 602-779-WIND or Fax 602-779-1485. 
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Do you want to start business 
in renewable energy? 

Do you want to find distribution 
for your products ? 

SOLAR 

ELECTRICITY 

TODAY 

Lists 550+ Current Dealers, Manufacturers, 
Mail Order Dealers and Information Sources. 
It Costs $10 in the U.S., $12 to 
Canada/Mexico. Dealers List on Mailing 
Labels Available. 

THE PV NETWORK NEWS 
2303 Cedros Circle 

Santa Fe, NM 87505 



Solar 

Electric 

Systems 

From a Company 
Powered by Solar! 





Our shop utilizes its own 2.5 kw array and 35 kw battery 
bank for daily power needs and testing of new products. 



Whether you are looking for one module or a 90- 
module state of the art, turn key system — Sunelco 
can be of help. 

Sunelco puts the customer first. We offer fast service, 
factory trained technicians, personal assistance and 
answers to your questions. 

Our large inventory and factory direct 
distributorships allow us to provide our customers 
with good pricing and excellent service. We stand 
behind the products we sell ! 

124 pages of Answers... 

Our publication begins with basic load analysis and 
sizing information and includes case histories, design 
guidelines and useful in depth data required for 
system layout. It offers detailed descriptions of solar 
components and packages, paying little attention to 
consumer products. A must for every energy library. 



Wholesale Program 



Join our increasing number of dealers who have found a better source for components 
and support. 

We offer a high quality dealer program which includes: 

• Support unsurpassed in the solar industry. 

• Use of the best Planning Guide and Catalog in the industry. 

• Experienced, professional technical assistance. 

• 330-1- page Wholesale Catalog 

• We maintain a large inventory and ship within 24 hours, if not the same day. 




1-406-363-6924 



THE SUN ELECTRIC CO. 



technical assistance line 



P.O. Box 1499HP • Hamilton, MT 59840 



GET YOUR TRAINING FROM THE SOURCE! 



The Siemens Solar Photovoltaic 
Technology and System Design 
Training Course 



When: September 19-23, 1994 

Where: Siemens Solar Industries 

Training Center 
Camarillo, California 



5^ The premier technical PV design course, offered continuously since 1981. Students learn by conducting labs and assembling and 
troubleshooting actual working systems. The “final exam” is a complete stand-alone system design proposal. Students are continually 
challenged to reconcile theoretical information and published claims with real-world performance. 



5^ Topics include: markets and applications; system designer skills; photovoltaic theory; module manufacturing and testing; the effects of 
the environment on module output; real-world performance of inverters, charge regulators, batteries and trackers; array and battery sizing; 
hybrid system design; wiring, installation, and troubleshooting. 

• Siemens Solar Industries • Training Department • 4650 Adohr Lane • Camarillo • California • 93012 • 805-388-6568 • fax 805-388-6395 • 




Home Power #42 • August / September 1 994 





F Spirit 

r’s MREF was festive and relaxed. Fun flowed freely amongst a crew that was 
delirious just to have the sun shine on this event. This fair had been severely drenched 
during three out of the last four years. The continuing success of the MREF Crew has made 
the fair’s atmosphere smooth and comfortable. Everyone wore a big “Been there — Done 
that” smile. A good example of this spirit was the Rad Waste Disposal Booth. > yg 
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ore than 8,000 people 
attended this year’s fifth 
annual Midwest 
Renewable Energy Fair (MREF) in 
Amherst, Wisconsin. The theme 
of this fair is continuing 
education. Ninety-three different 
workshops, each happening two 
or three times during the fair, 
informed all who would listen. 

The message delivered by the fair 
was simple, “Renewable energy 
works — we’ve been living with it 
for years — and you can too.” 



1994 Midwest Renewable Energy Fair 



Richard Perez 



©1994 Richard Perez 



Mi(jwest Renewable Energy Fair 







Midwest Renewable Energy Fair 



The Rad Waste Disposal Booth was a 
splendid spot of guerrilla theater urging 
fair goers to “take home some rad 
waste for your back yard.” Rogers and 
Kaaron Keene would dip deep into the 
nuclear cooling tower and come up 
with a bogus pellet of nice hot “rad 
waste”. This pellet was encapsulated 
into a small plastic box for the fair goer 
to transport home and plant in his own 
back yard. The message was, “Be a 
good American, help out by saying, 
‘Yes, in my back yard!’” Everyone 
taking home a rad waste pellet got to 
put a red sticker indicating their 
location on a U. S. map. By the end of 
the fair the map had nationwide 
measles. See the photo (right, top) for 
a static view of Rogers and Kaaron in 
action. 

The Model Home 

Every year MREF’s model home 
becomes larger and more detailed. 
This home displays the most energy 
efficient technologies available. It 
amazes me that the MREF Crew has 
the energy to set up and take down 
this very elaborate demonstration of 
home energy efficiency — just for the 
weekend! The Midwest Renewable 
Energy Association has decided to 
look for a permanent location for this 
model home, the fair itself, and for 
ongoing renewable education. These 
folks are looking ahead to a permanent 
site where they can set up a campus, 
powered by renewables and displaying 
energy efficiency and ecological 
awareness. Based on what they 
accomplish for just a weekend, I image 
that their new permanent home will 
really be something to behold. 

This year’s home featured a renewable 
energy system using the very latest 
equipment. Energy was provided by a 
large photovoltaic array and a wind 
generator. The system was also utility 
intertied. Four inverters supplied power 
to the model home and nearby booths. 
The home also used solar hot water, 
super-insulation, efficient lighting and 
windows, as well as energy saving 
kitchen and bathroom appliances. 





I OtuTIfW 
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Home Power #42 • August / September 1 994 






Midwest Renewable Energy Fair 







Above left: Mickey Wurl-Koth talks with customers at the Solar Spectrum Booth. 

Above center: Dan Allway of Low Keep Refrigeration displays his 1 2 VDC refrigerator and chest type freezer. 
Above right: The Gimme Shelter Crew show off a masonry heater and efficient home construction. 



Above left: Burn corn instead of wood. All renewable technologies are demonstrated at the MREF. 

Above center: Darlene and Cliff Millsapps, makers of the Solar Pathfinder, sold out their entire stock during the fair. 
Above right: This spiffy old Renault was just one of many electric and alternative fueled vehicles at the fair. 




Above left, center and right: Steve Fox of Wyoming, Michigan demonstrates his portable PV power system. This 
system on a trailer uses eight modules, a 1000 Amp-hr. battery and an Exeltech sine wave inverter. Steve powered 
seven solid hours of live electric music with this system last Earth Day. The workmanship is first class! 




Left: Alfonso Lazano and the 
Solartek Crew came all the way 
from Baja California to show off 
their new patented PV tracker. 
Look for this low cost tracker 
soon inside the USA. 

Center: Gunnars Peterson of 
Alternative Power & Light had a 
great sign. 

Right: Phil Manke demonstrates 
his solar-powered Stirling 
engine 





Midwest Renewable Energy Fair 



Since Home Power’s booth 
was located directly across the 
lane from the model home, I 
got to observe well over two 
thousand people tour the 
home during the weekend. 
MREF staffers would lead 
these tours and explain the 
operation, benefits, and costs 
of all home’s features. The 
home was constantly filled 
with people, so I had to shoot 
the photos you see here early 
Sunday morning (power room 
— pg. 23 center). 

The living room contained two 
computers. One computer 
was logging the performance 
of the various electrical 
systems and displaying the 
data as colored graphs on the 
screen. The second computer 
was hooked into the Home 
Power Bulletin Board System 
(HPBBS) in Areata, California. 
Many fairgoers paused to take 
in the wealth of information 
being spewed out of these 
computers. The young 
gentleman pictured here 
(pg.23, bottom) got up early 
for an extended look at the 
information on the HPBBS. 

The Workshops 

If you spent every moment at 
the fair attending workshops, 
then you still could only 
possibly attend 15% of the 
workshops that were offered. 
The educational opportunities 
were astounding and 
overwhelming. This is another 
reason that the Midwest 
Renewable Energy 

Association is establishing a 
permanent campus — a 
weekend is far too short to 
learn all they have to teach. 
The quality of the workshops 
was very high. In many cases 
the person teaching the 
workshop pioneered the 
technology being taught. For 




Above left: Lake Michigan Wind & Sun’s wind generator supermarket. Just about 
every commercially available wind generator was there for public examination. 

Above right: Mick Sagrillo, noted wind generator maniac and MREA President. 




Above left: The view from the Big Jake’s 80 foot tower was amazing. Visible below 
is the alternative transpo section, the giant PV array, and the Whisper 1000. 

Above right: Many thanks to my friend Silver Niewiadomski for talking me into 
climbing the tower. The view was more than worth the effort. 




Above right: The Niewiadomski Family and the Home Power Crew. The collection 
of folks in this photo taught 26 workshops during the fair. 

Above right: Sunday after the fair closed the various crews got together in front of 
the model home to talk, eat yard long sandwiches, and make live music. The 
festivities lasted ‘til long after dark... 
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Midwest Renewable Energy Fair 



example, Joe Bobier of 
SunSelector taught 
courses on long distance 
DC power transmission, 
Don Harris of Harris Hydro 
taught courses in micro 
hydro, and Bob Hoffman 
of Midway Labs taught 
courses on photovoltaic 
concentrators. It was no 
wonder that most 
workshops were standing 
room only. 

The fair may have ended, 
but the workshops are still 
going onl The Midwest 
Renewable Energy Association is continuing with these 
workshops through the summer and into the fall. Only 
instead of an hour and a half to deliver the information, 
we’ll have an entire weekend. See the MREA ad on 
page 95 for course details, dates and logistics. 

Wheeling and Dealing 

Over 90 businesses setup displays for this year’s 
MREF. Trading was hot and heavy with folks carting 
home everything from compact fluorescent lamps to 
10,000 Watt wind generators. The word is out, if you 
want good deals on hardware, then go to an energy 
fair I 

Tired, but happy... 

It was a whirlwind, high-energy, weekend in America’s 
Heartland. Where else can you hear Amory Lovins 
discourse on “Megawatts, Renewables and 
Economics”, attend a workshop about cooking with a 
solar oven, take a ride in an electric vehicle, and save 
fifty bucks on a PV module? 

I salute the Midwest Renewable Energy Fair Crew for 
their untiring dedication and hard work. In five years, 
these folks have built the finest energy event in 
America. Their “you can do it too” message is being 
heard and realized nationwide. Julie Weir, Executive 
Director of the Midwest Renewable Energy Association 
deserves special recognition — she makes it all come 
together. Next year’s MREF is scheduled for June 
23-25, 1995. See you therel 

Access 

Author: Richard Perez, c/o Home Power, PO Box 520, 
Ashland, OR 97520 • 916-475-3179 

Midwest Renewable Energy Association, Box 249, 1 1 6 
Cross Street, Amherst, Wl 54406 • 715-824-5166 

* 



MREA 1994 Summer & Fall 
Workshop Series 



In response to growing interest in these in-depth, 
hands-on workshops, the MREA is continuing their 
education workshop series. 

August 13 & 14 — Photovoltaic Powered Home 
Systems — Jim Kerbel, Photovoltaic Systems, 
Amherst, Wl. Workshop located in Amherst, Wl. 

August 26 & 27 — Home-Sized Wind Systems — 
Mick Sagrillo, Lake Michigan Wind & Sun, 

Forestville, Wl. Workshop located in Forestville, Wl. 

September 10 — Window Quilting for Moveable 
Insulation — Beverly Nelson, Stevens Point, Wl. 
Workshop located in Stevens Point, Wl. 

September 17 & 18 — Residential Solar Domestic 
Hot Water — Richard Lane, Packerland Solar, 

Green Bay, Wl. Workshop located in Green Bay, Wl. 

September 23 & 24 — Wind/Photovoltaic Hybrids 
— Mick Sagrillo, Lake Michigan Wind & Sun, 
Forestville, Wl and Jim Kerbel, Photovoltaic 
Systems, Amherst, Wl. Workshop located in 
Forestville, Wl. 

September 30-October 2 — Batteries and 
Inverters, applications for home-sized systems — 
Richard Perez, Home Power, Ashland, OR. 
Workshop located atTreehaven Learning Center, 
Tomahawk, Wl. 

October 14-17 — How to Build an Affordable 
Natural House Using Timber Frame, Straw/clay, 
Earth Plaster, and Earth Floor — Robert Laporte, 
Natural House Building Center, Fairfield, lA. 
Workshop located in Amherst, Wl. 

October 22 — Residential Solar Energy — Doug 
Steege, Altech Energy, Madison, Wl. Workshop 
located in Madison, Wl. 

November 11, 12 & 13 — Introduction To 
Renewables — Mick Wurl-Koth, Solar Spectrum, 
Tomahawk, Wl. Workshop located at Treehaven 
Learning Center, Tomahawk, Wl. 

For more Information see MREA’s full-page ad on 
page 95 or contact: 

Midwest Renewable Energy Association 
P.O. Box 249, Amherst, Wl 54406 
(715) 824-5166 
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New OmniMeter Features! 



Our engineering department never rests. We continually add new features, and make 
them available to our customers. Yet, to date, nobody has ever been charged for a software 
upgrade. That’s the kind of service you’d expect from Sun Selector. We don’t let you down. 



Charge control: You probably 
already know that OmniMeter 
can provide the most powerful 
charge control features ever 
unleashed. It’s the ultimate in 
user friendly menu operated control. Simply punch in your charging 
requirements, whether it’s lead acid or alkaline, or maybe you want special float 
voltages. No screwdrivers, no DIP switches, no hassle. The same is true for 
any of the 25 alarms you can custom set.. .in seconds. In this issue we’ll talk 
about the new data gathering features. They give you ultimate power over the 
system, with the least possible effort. 

Connection to a PC: You may optionally connect a PC to the system through 
the already included RS-232 interface. Simply plug in any PC and run our 
OmnlLInk program. This done, you enter a new world of system control, making 
even the most subtle system problem quickly evident at a glance. It’s not just a 
“data dump” program. OmnlLInk is a clean, fully color graphic and interactive 
program. It’ll allow you to fully adjust any part of the OmniMeter system with a 
few simple key strokes. All menus are color keyed and pull-down, making 
operation truly intuitive. You really have to see it to appreciate the quality. 

New auto log-on! Previous versions of OmnlLInk required several keystrokes 
to initiate communications with the OmniMeter. The new version (1 .52) will 
remember your previous port configurations and phone number if you’re using 
a modem. When you start the program, it’ll automatically establish a working 
connection instantly. Just one more convenience for you! 

Time and date stamping! Now all data logs will automatically time and date 
stamp. This means that with no effort at all on your part, any data log you 
initiate will automatically include the time and date of log initiation. You asked 
for it, you got it! 



Scope mode! That’s right. From your PC you can actually probe the electrical 
system to see and measure DC noise from inverters, noisy motors, lamp 
ballasts, etc. Your PC becomes a digital oscilloscope and there’s nothing extra 
to buy. Only OmniMeter has this kind of speed and stability. This is one feature 
you have to see to appreciate. 

Do I need the PC interface? The PC interface isn’t required to fully enjoy the 
power and advantages of the OmniMeter. But it’s included already at no extra 
charge, if you already own a PC great! if you don’t, chances are that you will at 
some time. OmniMeter is ready when you are. The point is, OmniMeter is ready 
for the future. You’ve proven that your thinking ahead just by investing in 
renewable energy. OmniMeter is the future. Shouldn’t you have a control 
system that has the features you need now, and will want in the future? 

Price: This powerful computer system will easily replace almost everything else 
on the market, combined!. Some of its features aren’t available anywhere else 
at any price. It’s an intelligent integration of numerous system functions into 
one central computer. Essentially, the key is in the vast software. Over 40,000 
lines of built in and permanently stored program make this a very compact, 
highly integrated system which organizes all of your metering and control 
needs. Our suggested retail price is only $399.95. What would it cost to 
assemble all of these features with a box full of other equipment? For this price, 
you could hardly buy a generic amp-hour meter. 

Need more information? No advertisement can explain all of OmniMeters 
benefits. Call for a FREE owners manual. If you have a P.C., ask for the free 
OmniLink demo disk. 

Call Sun Selector now. You’ll soon agree, OmniMeter Is ... 

MORE METER / LESS MONEY • PROUDLY MADE IN USA 



Sun Selector 



3701 Murdoch Ave., Parkersburg, WV 26101 USA • (304) 485-7150 • FAX (304) 422-3931 
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Build Your Own 1 2 VDC 
Engine/Generator 

Richard Perez 

©1 994 Richard Perez 

his small, easy to build, 
engine/alternator is the answer to 
a burning RE question. What do 
we do when the sun doesn’t shine, the 
wind doesn’t blow, and the creek dries 
up? This generator is a backup power 
source for times when our RE sources 
don’t meet our demands. It is optimized 
to do only one thing — properly 
recharge batteries on demand. 

Engine/Generator Overview 

I have built a dozen versions of this power plant in the 
last twenty years — three for myself and others for 
neighbors. Over the years the design has evolved, but 
the purpose remains the same — on-demand battery 
recharging and equalization. A version of this article 
first appeared in Home Power #2 — our most 
requested out-of-print back issue. Here is a revision of 
this information with an updated regulator design. 

In the early days (1982-1985), we used this type of 
engine setup as a prime mover. It supplied almost all of 
the energy for our system. We only had two PV 
modules at the time. As our PV/wind system grew, our 
dependence on the engine faded. Now we only use it 
during the depths of winter to meet those cloudy, all- 
night deadline sessions. From this experience we 
learned that while an engine is still a great energy 
back-up, it is a miserable prime mover for the system. 
These units are most effective if used less than 200 
hours yearly. Using the generator as the primary power 
input will yield 1 ,000 to 2,000 hours of engine operation 
yearly — a nightmare of expense, maintenance, and 
pollution. 

Source Capacity and Flexibility for Battery 
Equalization 

Every RE system should have at least one power 
source capable of recharging the batteries at between 
C/1 0 to C/20 rates of charge. For example, a battery 
pack of 700 Ampere-hours periodically needs to be 
recharged at a minimum of 35 Amperes (its C/20 rate). 
To figure the C/20 rate for your pack, simply divide its 




Above: This engine/generator uses a Chrysler 70 
Ampere alternator. 



capacity in Ampere-hours by 20. The resulting number 
is the C/20 rate in Amperes. The C/20 rate is optimum 
for equalizing charges. An equalizing charge is a 
controlled overcharge of any already full battery. If your 
RE sources are not powerful enough, or flexible 
enough, to equalize the battery, then this engine-driven 
source can do the job. 

Power Source Control 

Energy sources which recharge batteries need to be 
controlled. If the charging source is not controlled, then 
the batteries may be overcharged or recharged too 
rapidly. The most common method of control is voltage 
regulation. This works fine in cars and in batteries with 
shallow cycle, float service. Voltage regulation alone is 
not enough for deeply cycled batteries. They must also 
be current regulated to prevent too rapid recharging. 

Voltage Regulation 

Voltage regulation only is OK for batteries that are very 
shallowly cycled. In shallow cycle service the battery 
refills almost immediately since it has only had a small 
amount of its stored energy removed. In deep cycle 
service the batteries have had about 80% of their 
energy removed before recharging. If deep cycle 
batteries are recharged from a source that is voltage 
regulated, they will be charged at the total output 
current of the source as it struggles to bring the 
batteries immediately to the set voltage limit. If the 
charging source has say 55 Amperes available, then it 
will charge the batteries at this 55 Ampere rate. If the 
battery is a 100 Ampere-hour battery, then the C/10 
rate for this battery is 1 0 Amperes. The 55 Amperes 
from the source would recharge the 100 Ampere-hour 
battery at a rate over five times faster than it should be 
charged. This will result in premature battery failure, 
higher operating costs, and much lower system 
efficiency. 
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Above: The engine powering this generator is a Honda 
G40 modei dispiacing 1 70 cc with a rated output of 4.5 
horsepower. This particular engine has outlived four 
alternators and now powers a 1 00 Ampere Chrysler 
alternator. I estimate that this engine has run over 
13,000 hours in the last fifteen years. It still has its 
original valves and piston rings. 

Right: Proper pulley alignment is essential for efficiency 
and long belt life. This particular generator would 
produce 60 Amperes of current for five hours while 
consuming about % of a gallon of gasoline. 

Constant Current 

Constant current charging means that the batteries are 
recharged at a fixed amperage rate until they are full. 
The voltage of the batteries is left unregulated until the 
batteries are full. The rate of charge is usually between 
C/10 and C/20. Constant current charging assures that 
the batteries are not charged too rapidly. Rates of 
charge greater than C/1 0 produce heat which can warp 
the thick plates of deep cycle batteries. Too rapid 
recharging wastes energy in heat and hydrolysis, and 
gradually ruins the batteries. 

Engine-driven Power Piants 

The engine-driven source has the distinct advantages 
of delivering large amounts of power when you need it. 
This is very different from wind and solar systems, 
where you have to take it when you can get it. Its major 
disadvantage is that it requires fuel and maintenance. 
Engines do not usually suffer from being undersized. If 
the power source is capable of delivering between 
C/20 and C/1 0 rates of charge to the batteries, then the 
system is happy. 

Lawnmower Engines and Car Alternators 

The idea here is to use a lawnmower engine (or any 
other small horizontal shaft engine) to drive an 
automotive alternator. The alternator puts out between 
35 and 200 Amperes (depending on its size) of 12 to 




16 Volt DC power to recharge the batteries. The first 
engine we used actually came from an old lawnmower 
we bought for $35. We got a 35 Ampere Delco 
alternator from a dead Chevy in the junkyard for $15. 
We bolted the entire works to a thick wood slab, and 
used an old oven heating element as a crude resistive 
field controller. The unit ran and charged our 350 
Ampere-hour battery for two years before the engine 
died. 

Type and Size of Engine 

We’ve since tried many different combinations of 
engines and alternators. Small gas engines between 3 
and 8 horsepower work well. We found that the Honda 
small engines will run more than 5,000 hours without 
major work, Tecumseh engines about 800 hours, and 
Briggs & Stratton engines about 600 hours. The 
particular Honda G40 (170 cc, =4.5 hp) engine pictured 
here has run for over 13,000 hours with the same 
rings, bearings and valves. The Honda also has the 
advantage of a 100 hour oil change interval, compared 
with 25 hours for both the Tecumseh and the Briggs & 
Stratton. If you consider the operating life and 
operating cost of small engines, then the higher quality 
engines are much less expensive despite their higher 
initial cost. The engine’s size is determined by the size 
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of the alternator. This assures a balance between 
system efficiency and cost. A 35 Ampere alternator can 
be driven by a 3 hp engine. A 100 Ampere alternator 
needs at least a 5 hp engine. For alternators between 
100 and 200 Amperes use the 8-12 hp engine. See 
Access at the end of this article for a source of small 
gasoline engines. 

Type and Size of Alternator 

Just about any automotive alternator will work in these 
systems. What really counts is the size of the 
alternator. Its current output (amperage rating) should 
be sized to match the capacity of the battery pack. The 
more capacity the battery pack has, the bigger the 
alternator must be. The alternator must be able to 
deliver at least a C/20 rate of charge to the batteries. 
We have had good results with 35 Ampere Delco 
alternators for battery packs under 700 Ampere-hours. 
Batteries up to 1 ,400 Ampere-hours are fed with the 
100 Ampere Chrysler alternators. Packs larger than 
1,400 Ampere-hours should have a 200 Ampere rated 
alternator. The higher amperage alternators are 
measurably more efficient than the smaller ones. 

The higher amperage alternators are more difficult to 
find. Try your local auto electric shops, they may have 
a source for these high amp jewels. Regular alternators 
up to 70 Amperes are usually available from junkyards 
at less than $20. Alternator rebuilders can provide 
rebuilt units (new bearings and brushes) from $40 to 
$150. These alternators are a good investment. They 
are designed to run under the hood of a hot car on a 
summer day. In the type of service we give them, they 
run cool and last a very long time. I’ve seen these 
alternators last over 1 0 years with just the replacement 
of bearings and brushes. 

The more modern alternators contain their voltage 
regulators within the alternator’s case. These internal 
regulators need to be disabled and/or removed before 
these alternators are useful in this system. If you can’t 
do this yourself, then take the alternator to an alternator 
shop for help. Some alternators have what is known as 
an “isolated field”. These need to have one field 
connection grounded to the alternator’s case and 
simply feed positive energy to the other field 
connection. The older Delco types are very simple and 
straightforward to use. They require no modification. 
Every alternator is a little different, so if you’re not sure 
what you have, then go to the library and look it up in 
an automotive manual. 

Getting it aii together — Assembiy 

We originally bolted both the alternator and the engine 
to a wooden slab about 1 6 inches by 24 inches and 4 
inches thick. Be very careful with engine and alternator 



pulley alignment. If the engine pulley and the alternator 
pulley are not properly aligned (in the same plane), 
then the unit will wear belts out very rapidly. These 
engine/alternator combos work best on heavy metal 
bases. There is a lot of vibration and the wooden slabs 
give up after a few years. Either add a sheet of 1/4 inch 
to 3/8 inch thick steel between the wood and the 
engine/alternator, or make the base completely out of 
metal. A local welding shop made us a base out of 3/8 
inch thick steel plate with a welded one inch by two 
inch steel square tubing perimeter for $50. You can 
see it in the photograph. If you can weld, the materials 
cost about $1 8. Use heavy bolts with lock washers to 
secure everything to the base. 

We coupled the alternator to the engine with an “A” 
sized Vee belt. Keep the belt length to a minimum by 
mounting the engine and alternator close together. We 
use belts between 28 and 33 inches in total length. The 
stock pulley on the alternator works well. The best 
sized engine pulley is between five and six inches in 
diameter. This pulley ratio gears up the alternator for 
better efficiency while allowing the engine to run about 
2,200 rpm. We have had very poor results with the 
lightweight cast aluminum pulleys or any pulley using 
set screws. These light pulleys were not up to the high 
vibration job and broke frequently. We’re now using 
cast and machined iron pulleys (such as the Woods 
brand SDS pulleys) that work very well and are 
extremely rugged. These are available from power 
transmission product stores and cost about $40. 

Be sure to get the alternator turning in the right 
direction. Electrically it makes no difference, but the 
alternator’s fan is designed to suck air from the back of 
the alternator and to exhaust this air in front around the 
pulley. If the alternator’s fan is running backwards then 
the alternator will overheat when heavily loaded. 

Use large wire to hook up the output of the alternator. 
Something between 6 gauge and 0 gauge is fine, 
depending on the length of the runs. Locate the 
engine/alternator as close as possible to the batteries. 
This keeps power loss in the wiring to a minimum. 

Control Systems 

The very first engine-driven charger we built worked 
fine, but we had problems controlling it. We were using 
a standard car voltage regulator. It wanted to charge 
the batteries far too quickly and the large load often 
stalled the engine. We experimented with many forms 
of control and found two which work well. 

Alternator controls work by limiting the amount of 
power supplied to the alternator’s rotating magnetic 
field. All alternator control starts with controlling this 
magnetic field’s energy. 
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Car Voltage Regulators 

Car voltage regulators will not work well in deep cycle 
applications. The regulator makes its decisions based 
only on the system’s voltage. This is fine with the 
average car battery which is cycled to less than 1% of 
its capacity before being refilled. However, the deep 
cycle battery is almost empty when it is recharged. The 
car voltage regulator attempts to instantly bring the 
system’s voltage to 14-15 Volts. A 12 Volt deep cycle 
lead-acid battery will not reach a voltage of 14 Volts 
until it is almost filled. The net result is that the car 
regulator dumps the entire output of the alternator into 
the batteries until they are full. This is almost always 
too much energy too fast for a fully discharged battery. 

To compound the problem, the car regulator’s voltage 
limit is set too low for deep cycle service. This low 
voltage limit means that the batteries are charged too 
slowly when they are almost full, resulting in many 
extra hours of generator operation to totally fill the 
battery pack. Since the car regulator is set at about 14 
Volts, we are unable to raise the system voltage up to 
over 1 6 Volts for the essential equalizing charges. 

Resistive Fieid Controiier 

The simplest control for the alternator is resistance to 
limit the power to the alternator’s field. The idea is 
simple: insert resistance between the battery’s positive 




12 

Volt 

Battery 



pole and the alternator’s field. This controls the 
intensity of the alternator’s electromagnetic field and 
thereby its power output. Resistance of 2 to 25 Ohms 
works well. Adjust the resistance until the charge rate 
is between C/20 and C/10. The less resistance in the 
field line, the higher the amperage output of the 
alternator. Originally, we used a nichrome wire heating 
element from an old electric stove. We selected more 
or less wire (hence more or less resistance) with an 
alligator clip lead. It worked fine. A better resistor is a 0 
to 25 Ohm rheostat (adjustable power resistor) rated at 
least 25 Watts. This allows smooth adjustment of the 
alternator’s output. The illustration above shows the 
wiring hookup for a resistive field controller. The switch 
shown in this circuit needs to handle about 5 Amperes 
and prevents energizing of the field when the charger 
is not in use. See Access for a rheostat source. 



Electronic Field Controller version 8.3 




Field Controller version 8.3 — Parts Notes 

Integrated Circuits 

LM723 Voltage Regulator, in 14 pin DIP 

NE555 Timer, in 8 pin DIP 

Transistors 

Q1-2N2222Aoreqiv. NPN 

Q2- MJE 2955, or any PNP with lc>5 Amps., heatsunk 



Diodes 

D1 - 1 N91 4 or equivalent 

D2- 1 N1 202A, or any 3+ Ampere diode, heatsunk 
All resistors 1/4 Watt & 5% unless othenwise noted 
All capacitors are 25 Volt rated 

All commercial rights reserved. Any commercial use of this circuit is prohibited 
without written permission. Homebuilding of single devices by the end user is 
approved and encouraged without written permission. 
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Using resistive field control only regulates current. The 
resistive circuit does not provide any form of voltage 
regulation. When the batteries are full the system 
voltage can get high, over 16 Volts. Voltage this high 
can damage 1 2 VDC appliances. The highest voltage 
for most 12 Volt equipment is around 15 Volts. If you 
are using resistive field control, be sure to monitor the 
system’s voltage and reduce the current output of the 
alternator to keep the system voltage under 15 Volts 
when appliances are being used. 

Electronic Field Controller 

We eventually solved the problem of 
control by designing electronic field 
controllers that regulate both the 
amperage and the voltage of the 
alternator. With this electronic field 
control, we simply set the desired 
charge rate, and set the system’s 
voltage ceiling. The battery is 
recharged at a constant rate until it is 
full. When the batteries are full, the 
voltage limit predominates and the 
system is voltage regulated, thereby 
protecting the batteries from 
overcharging. And also protecting all 
electrical equipment on line. The 
amperage output is adjustable from 0 
to the full rated output of the 
alternator. The voltage limit is 
adjustable from 13.5 Volts to 16.5 
Volts. 

For the intrepid electronic builder, this 
electronic field controller’s schematic 
is included on page 31. It uses off- 
the-shelf parts available at Radio 
Shack or any electronics supply 
store. 

Engines for Equalizing Charges 

This engine-driven source is a good 
type to use for the equalizing charges 
and whenever the RE sources are 
not keeping up with the system’s 
energy consumption. Its voltage 
output is capable of being adjusted to 
over 1 6 Volts in order to accomplish 
the equalizing charge. The engine- 
driven source is capable of delivering 
a C/20 rate of charge for the at least 
five continuous hours necessary for 
battery equalization. Remember the 
batteries must already be full before 
the equalizing charge is started. 



Access 

Author: Richard Perez, c/o Home Power, PO Box 520, 
Ashland, OR 97520 • 916-475-3179 

Engines: Northern Hydraulics, PO Box 1219, 
Burnsville, MN 55337 • 800-533-5545 • 612-894-9510 

Rheostats and surplus meters: Fair Radio Sales, PO 
Box 1 1 05, Lima, OH 45802 • 41 9-223-21 96 



Kyocera 

cannera ready 
baick and white 
4.6 inches wide 
7.4 inches high 

carryover from HP#41 
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Storing soiar energy 

safest as hydrogen in iow pressure hydride tanks 






We supply you the most recent hydrogen pump- 
storage- and compressor-technology for water 
electrolysers, fuel cells, mobile applications or research. 
Be sure we’ll find the best solution for your problems. 




GfE Gesellschaft fur Elektrometallurgie m.b.H, Germany, 90431 Nuremberg, Hoefenerstr. 45 
For further information please call our US technical service bureau SMC Tel: 800-762-2020 ext 355 



CARRIZO SOLAR CORPORATION 



SUPEFi GOLD TfiJLAJ'yJS 





Pre-Racked, Pre-wired 
104 watts 12v arrays using 
unmirrored ARCO M52L 
Golds, Bronzes and Coppers 
still available 



800 - 776 - 671 8 



Recycled modules providing new electricity at affordable prices 




“The Little Wind-powered Gyroplane You Can Fly Like A Kite” 

Gyro-Kite™ is a revolutionary new concept in kites. “The little wind- 
powered gyroplane you can fly like a kite”. Takes off and lands 
vertically, hovers and flies sideways and backwards. No batteries, 
motor, rubberbands, or springs. Inexpensive, replaceable wood rotor 
blades. Rotor dia. 19 3/4”. Nylon Body, Steel Landing Gear, Oilite 
Bearing. One String control. 

Only $24.95 

Allow four weeks delivery • Dealer inquiry invited 

1-800-99-ROTOR 

Gyro-Kite™ International 

4606 Milton St. Box HP, Shoreview, MN 55126 

Pat. Pending © 1993 ALL RIGHTS RESERVED 



Home Power #42 • August / September 1 994 



33 



Hydro 



Hydro Basics 



John Cowdrey 



©1994 John Cowdrey 



H ydroelectric power potential 
depends of the basic physics of 
falling water. While the concepts 
of head, flow, and pressure may seem 
esoteric, they are actually simple. 



Where does the water pressure come from? 

Pressure is generated by the weight of water due to a 
difference in eievation. Figure 1 shows that the 62.4 
pound weight of a cubic foot of water exerts 0.433 
pounds of pressure on one square inch. This means 
that for every foot of elevation, the static pressure 
increases 0.433 pounds per square inch (psi). Another 
way of saying this is that for every 2.31 feet of 
elevation, the static pressure increases one psi. 
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weighs 62.4 pounds 

- Pressure on one square inch = 
62.4 lbs 



144 in2 



= 0.433 pounds per square inch 



Area = 144 square inches 

Figure 1 : Each foot of elevation gives 0.433 psi pressure 



Q=Ax V 

Flow = cross sectional Area x Velocity 
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Figure 3: Flow 



Velocity V >- 



For a given flow, the equation can be written V = Q/A 
which means that the velocity is inversely proportional 
to the cross-sectional area A of the pipe. Figure 4 
shows that for a given flow, the velocity of water in a 
pipe is inversely proportional to the square of the pipe 
diameter. This means that the friction losses rise 
dramatically as the pipe diameter is reduced because 
the velocity increases four times when the pipe 
diameter is reduced by half. 



If the pipe diameter is reduced by half, 
the velocity increases four times 
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Figure 4: Velocity vs. pipe diameter 

If the pipe is undersized, this friction loss can be 
substantial, and the available pressure is reduced. 
Another way of expressing potential hydraulic energy is 
by using the term “head”. Static head is the difference 
in elevation between the reservoir and the turbine. 
Friction losses cause loss of head over a length of 
pipe, making it appear that the reservoir is lower than it 
really is when the water is flowing, as shown in Figure 
5. 



Pressure and flow 

Static pressure means the pressure when no water is 
flowing. From the previous section, you can see that 
100 feet of elevation will produce a pressure of 100 
feet X 0.433 psi/ft or 43.3 psi. 




When water begins to flow, there is some friction 
between the water and the wall of the pipe, which 
reduces the available pressure. Flow in a pipe is 
designated by the letter Q. As shown in Figure 3, flow 
equals cross sectional area times velocity, or Q = A x 
V. 




Figure 5: Loss of head (pressure) due to flow of water 

Pressure head and velocity head 

Besides the fluid energy due to pressure, water has 
energy due to its velocity, or kinetic energy. This is 
expressed in Bernoulli’s equation, which is studied in 
the field of fluid dynamics. The point we need to make 
here is that there is water energy due to both pressure 
and flow. It is convenient to express the velocity energy 
in feet of head, which is called velocity head. 
Mathematically, the velocity head is: V2/64.4, where V 
is the velocity of the water in cfs. One type of turbine 
works better on high pressure, and one is better for 
higher flow applications, as is discussed below. 
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Two types of turbines — impulse (Pelton) and 
reaction (Francis) 

There are two classes of turbines: impulse and 
reaction. A Pelton wheel, shown in Figure 6 is an 
example of an impulse turbine. This type of turbine is 
useful in applications where there is high pressure and 
relatively low flow. The water flow is controlled by one 
or more needle valves, which direct the water into 
buckets on a wheel or runner. As the water strikes the 
buckets, all of the head is converted to velocity head, 
and the water velocity is reduced almost to zero, which 
spins the runner. The water falls out of the buckets and 
through an air gap into a tailrace, where it flows from 
there by gravity. 




The Pelton turbine diagram also shows a deflector. It 
has two purposes. The first one is to deflect water 
away from the runner buckets during an emergency 
shutdown. Such a condition might arise when the 
electrical generator trips off-line due to a power outage. 
This trip removes the load or restraint on the turbine- 
generator, causing it to overspeed. We want to limit this 
overspeed since it stresses the equipment. However, if 
the needle valves are closed too quickly, pressure can 
increase to unacceptable levels upstream due to 
changing the momentum of the water in the pipeline. In 
this case, the deflector moves between the needle and 
the runner, deflecting the water into the tailrace as the 
needles close at a rate slow enough to avoid water 
hammer. The second use for the deflector is to match 
the generator speed and phase to the utility system 
before the circuit breaker is closed to connect the 
generator to the utility. This process is called 
synchronization. 

A Francis turbine, shown cross-section in Figure 7 is 
an example of a reaction turbine. The water passes 
through a snail-shaped scroll case, through wicket 
gates that control the amount of water, and Into the 
runner. The runner, which is totally submerged, 
changes the momentum of the water, which produces 
a reaction in the turbine. 




Figure 7: Cross-sectional view of a horizontal 
Francis turbine. 



With a Francis turbine, downstream pressure can be 
above zero. Precautions must be taken against water 
hammer with this type of turbine. Under the emergency 
stop, the turbine overspeeds. One would think that 
more water is going through the turbine than before the 
trip occurred since the turbine is spinning faster. 
However, the turbine has been designed to work 
efficiently at the design speed, so less water actually 
flows through the turbine during overspeed. Pressure 
relief valves are added to prevent water hammer due to 
the abrupt change of flow. Besides limiting pressure 
rise, the pressure relief valve prevents the water 
hammer from stirring up sediment in the pipes. 

Electrical generation basics 

The way we generate electricity is to spin a magnet 
inside a coil of wire such that the magnetic lines of 
force are cut by the coil. Magnetic theory teaches us 
that a voltage Is induced into the stationary coil (stator). 
We can make the magnet In two different ways. In a 
synchronous generator, some of the generator’s output 
power is fed into the rotating coil (rotor) via slip rings to 
make an electromagnet which can be precisely 
controlled. An Induction generator is just an induction 
motor, where the magnet is induced into the rotor from 
the stator. Normally, an Induction motor runs slower 
than the electrical system speed and absorbs power. If 
we drive the Induction machine faster than the system 
speed with our turbine, power flows into the system. 

With either generator type, alternating current (ac) 
voltage Is produced. When the rotor poles are adjacent 
to the stator coil, maximum voltage is induced since the 
most magnetic lines of force are being cut by the stator 
coil. When the rotor is perpendicular to the stator, no 
magnetic lines of force are being cut, and voltage Is 
zero at that Instant. As the rotor continues to revolve, 
the north and south poles of the rotor are reversed 
from the previous condition, and maximum voltage is 
induced in the opposite direction. 
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Large power projects generate/distribute three phase 
power. There are usually three stator coils spaced 1 20 
mechanical degrees apart. This produces three single- 
phase voltage waveforms which are 120 electrical 
degrees apart. This is called three phase power. 

Synchronous generators are more complex, costly and 
harder to synchronize, but are more efficient, produce 
a better quality power, and are used for larger units. 
Induction generators are simpler, less expensive, and 
are used for smaller units. 

Efficiency 

In a turbine generator, there are mechanical losses in 
the turbine, and mechanical and electrical losses in the 
generator. The generator losses include copper losses 
due to the heating of the wire, power required to form 
the rotor field, and mechanical losses such as friction 
and windage (some force is required to move cooling 
air through the generator). If we compare the hydraulic 
energy into the turbine with the electrical power 
produced, we can expect a water-to-wire efficiency of 
about 50% to 90% depending on turbine size. 

Access 

John Cowdrey, 3746 El Dorado Springs Dr., Boulder, 
CO 80303*303-441-3245 




AUTOMAGIC BATTERY WATERING 




WE MAKE WATER FROM YOUR GAS 



Hy(Jrogen an(J oxygen battery gas catalytically recombined into pure 
water and returned to each battery cell. Keeps battery topped off for 
extended periods of time and reduces maintenance costs. Explosive 
hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. 
Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery’s caps. Battery 
maintenance is greatly reduced. Write or call for more information. 





305-696-2504 
975 NW 95 St. 
Miami, FL 33150 




Don’t be a silly goose... 

Take a gander at your mailing 
label. 

Your subscription’s expiration 
status Is printed in plain English 
on your mailing label. 

We don’t send out renewal 
notices, so check your mailing 
label. 

Thanks for doing your part to 
conserve energy, trees, and an 
already floundering postal 
system. 

The Home Power Crew 
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Sdar/P\/DeepCvde Batteries for the stayingpoi\/e‘ you need 




Hew Trojan's solar despe/de 
technology works for you: 

ExdusiveFlecsil®, Multi-rib separators with 
doublethick ^ass mats ectend battery iife 

Heavy duty deep-cydegidswith hi^ density 
oxide mix reduce wear and iengthen product life 




Trojan 



The Better Battery 



Trojan Battery Company 

12380 Clark Street, Santa Fe Springs CA 90670 

Telephone: (310) 946-8381 • (714) 521-8215 

Toll Free 1-800423-6569 

Fax: (310)941-6038 



SOLARJACK 



NEW GENERATION 
DC SUBMERSIBLE PUMPS 



NEW GENERATION 
DC PUMP CONTROLLERS 




Now with 5 models to choose from with 
flow rates up to 3.7 GPM and heads up 
to 300 feet 

SOLARJACK’S NEW GENERATION 
SDS series submersible pumps are 
highly efficient, low voltage, DC 
powered, diaphragm type positive 
displacement pumps designed 
specifically for water delivery in remote 
locations. 

They operate on 12 to 30 volts of direct 
current that may be supplied from a 
variety of independent power sources 
including solar panels, wind generators, 
batteries or any combination of the 
three. Power requirements can be as 
little as 35 watts. 

Constructed of marine grade bronze 
and 304 stainless steel, these pumps 
are the highest quality submersible 
pumps in their class. 




The PB-10-28H CONTROLLER with a 12 
to 24 volt input, will step the voltage up to 
30 volts, the maximum operating voltage of the SDS pump, 
assuming sufficient input current is available. This controller will 
compensate for low voltage panels, a 12 to 24 volt battery system, 

or any DC power source less than 30 volts. ^ ^ 

Coming Soon 

New Brushless 
Submersible 
Pump Line 



SOLARJACK 



Introducing our NEW Voltage Boosting 
Controller 

SOLARJACK’S PC AND PB series pump 
controllers are high quality, solid state DC 
power converters designed as the 
interface between an SDS pump and the 
DC power source. 




QUALITY FIRST 

An I ndependent Power 
System To Pump Water 



SOLAR PUMPING PRODUCTS 

325 E. Main Street 
Safford, AZ 85546 
(602) 428-1092 Phone 
(602) 428-1291 Fax 
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How to Build a 
1 .5 kW, 24 VDC 

Wind Generator Homebrew 

or how not to put Bergey out 
of business! 

Dick Linn 

©1994 Dick Linn 

T his is the story of my latest wind 
power project. In Feb of 1990, I 
put up my first wind generator 
based on an old water pumping 
windmill, (see Home Power Dec/Jan 
91) That first rig, with its max output of 
about 7 or 8 amps @24 VDC, told me 
there was wind potential at my site. It 
was also fun to watch, but short on 
output. So I set out to build a second 
system going for more power. I decided 
on an airfoil design, as the drag type 
blade on the water pumper is definitely 
limited in output. 

The Tower 

I started the project in earnest after talking to a fellow at 
the next booth at a broadcasters’ trade show I was 
attending in Syracuse. He sold towers and had a 10 
foot stub In his booth. I made a comment about how I 
could use that stub for my next windmill project, and 
one thing led to another. Come to find out, he had a 55 
foot freestanding tower that he had pulled down and 
was willing to sell for $300. He figured that was the 
scrap value of it. I’d have to come to his place of 
business and pick it up. No problemi I finally did 
several months later, after I lined up a friend’s flatbed 
farm wagon to haul it on. The tower was triangular, two 
20 foot sections and one 15 foot section. Each section 
weighed about a ton I The legs were made of 2 & 3/8 
inch diameter solid bar stock. We loaded it on the 
wagon with a crane and I pulled It home with the 
pickup. Have you ever followed a farm wagon down the 
highway as It weaves from side to side at 30 mph? 
That’s why 1 did 25 mph all the way home! All 60 miles. 




Above: The 1 .5 kW. wind generator on a hill behind our 
barn’s PV covered roof. Photo by Dick Linn 



I had to disassemble the tower sections to get it off the 
wagon. I had no crane at home to lift it off! This tower is 
five foot to a side at the base and has no taper. I 
needed to bring the top to a point so that I had a place 
to mount the wind generator and provide clearance for 
the blades. On the the next part of the project. 

Tower Top 

The nice part about these home-built projects are that 
they broaden your horizons. They’re a learning 
experience. The next step for me was learning to weld! 
So I signed up at the local Adult Ed evening classes for 
“advanced welding”. I know how to braze so I hoped 
that I could jump in and keep up in the advanced class. 
I was able to take the class for free as I teach a 
motorcycle education class through the same Adult Ed 
program. The instructor was great. I basically built the 
tower top in class. I had to do it in class as I don’t have 
a welder at home. I then pieced the tower top together 
in my barn. I have a 2 story pole barn with one 8x10 
foot portion that’s open floor to ceiling. It’s where the 
elevator is going to go to lift bikes upstairs, when I ever 
get it built! Anyway, the tower top went together in the 
barn as I finished parts in class. I even mounted the 
generator, blades and tail on the top while in the barn. I 
couldn’t rotate the blade fully though, as it hit the roof 
beams. But I was able to test fit everything inside while 

1 was sitting on the second floor of the barn, rather than 
60 feet in the air. The tower top added about 1 0 feet to 
the tower’s height. The legs were made of 3/1 6 inch X 

2 inch X 10 foot angle iron. The top of the tower is a 3 
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legged tripod with a piece of 4 inch pipe about 30 
inches long down through the center. The pipe has 
roller bearings at the top and bottom, (from the scrap 
yard, of course). These bearings support a piece of 2 
3/8 inch pipe that has a flat steel plate welded to the 
top and is threaded on the other end. The plate holds 
the generator, the threaded end is where the slip ring 
thread on. 

The Slip Rings 

The slip rings are made 
from a copper pipe 
coupler. This I cut in half 
and used the 2 pieces to 
make the positive and 
negative rings. The rings 
were slipped over pieces 
of one inch plastic water 
pipe cut open and spread 
around a short piece of 2 
3/8 inch pipe. I then drilled 
a hole through the copper, 
plastic, and iron pipe. I 



sleeved a screw and used step fiber washers to 
insulate the screw from metal parts. On the inside of 
the iron pipe, I connected the lead wire from the 
generator to the screw. The screw thus conducts the 
current to the copper ring. To collect the current, I 
robbed the brushes and holders from a Ford starter. 
These I bolted to pieces of strap iron which were 
connected to a piece of wood to insulate them from the 
supporting framework. I flattened 3/8 inch copper pipe 
to use as current carrying conductors from the brushes 
to the tie point for the cable that carries the current to 
the tower base. I later had to substitute a piece of 
phenolic for the wood as the wood warped when it got 
damp. 

The Tail 

The tail is just a piece of 1/8 inch aluminum sheet 
bolted to an angle iron framework. This framework 
pivots on another framework bolted to the back of the 
railcar generator. The frame bolted to the generator 
has several holes drilled in it so that the tail may be 
adjusted to pivot at different angles from vertical. This 
was done as so I could try different angles for different 
fold out wind speeds. The angled pivot of the tail 
means that the tail not only swings to the side, it also 
must raise a small distance vertically. This means that 
gravity is tending to pull the tail down, keeping it 
straight behind the wind generator. The wind generator 
is trying to pivot out of the wind because it is mounted 
two inches off center with respect to the yaw bearing. 
Thus the wind is always trying to push the generator 
out of the wind, and the tail is resisting that push. 

Up She Goes 

1 poured the footings for the tower in Feb 93. I think the 
temperature got up to +6°F that day. I didn’t have any 
trouble renting a cement mixerl The footers are 7 feet 
deep by 2 feet in diameter. A fellow drilled them with an 
attachment that bolted to his back hoe. I took 2 3/8 inch 
pipe and welded 1 1/2 foot lengths of rebar to the sides 
of the pipe. I had also welded a flange to the end of the 
pipe to bolt the tower legs to. These pipes I set into the 
3 holes in the ground. I built a template of plywood and 

2 X 4 on the one section of tower that was still together. 
I used this template to line up the 3 pipes in their holes. 
I left it bolted to the pipes until after the concrete had 
set. The concrete I used was ready mixed in bags, just 
add water and servel I beefed up the mix by adding 
more straight Portland cement to the mix. The tower 
itself I put up 1 piece at a time. I couldn’t afford a crane 
to come in and erect it, so I put up the 3 legs of the first 
section by hooking a wire cable between 2 nearby 
trees and using rope and pulleys to raise the legs. I 
then bolted up the cross braces between the legs. I 
now had a 20 foot tower. The next tier of legs I raised 
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using a “gin pole”. I made the gin pole from a tubular 
aluminum arm that had been a cross arm on a light 
pole. I picked it up at a scrap yard. I ran a cable from a 
hand cranked hoist to a pulley at the top of the pole 
then down to the leg to be raised. I tied the cable just 
above the midpoint of the leg as the gin pole wasn’t as 
tall as the leg. In fact I had to hook below the center of 
the leg on the 20 foot legs to be able to raise the leg 
high enough to set it in place. That required 3 ropes 
tied to the bottom flange of the leg to steady it as it was 
raised. My brother helped getting the first leg up. The 
others I did alone. The gin pole fit into 2 holders welded 
to plates that bolted to 2 x 1 0s. These were “U” bolted 
to the top 3 horizontal braces of the section in place. 
The gin pole had to be unbolted and moved into the 
proper place for each leg. The setup to lift a leg took 
more time than lifting the leg. The top pyramid section I 
was able to bolt into place without using the gin pole. I 
then mounted an “A” frame made from two 10 foot 
pieces of 2 inch angle iron that had a 2 foot arm at the 
top. This had a pulley at the end of the arm. I ran my 
cable over the pulley and then down to the generator 
on the ground. I clamped the hand cable hoist up in the 
tower and with the help of my brother on a guy line we 
lifted the 600 lb. generator up to the top of the plate on 
the yaw bearing. This was bolted into place with four 
3/4 inch bolts using the original mounting holes on the 
generator. 

The Generators 

Yes, generators, plural. As 
usual with one of my 
projects it takes me 
forever to go from start to 
completion. This one was 
no different. I started out 
looking for a truck 
generator as described by 
Steve Hicks in an article in 
HP 12. I found one on a 
early 1950s Brockway 
truck belonging to a friend. 

It was an Autolite 12 VDC 
50 A generator that 
weighed about 60 lbs. It 
reached rated output at about 1000 rpm. I decided to 
rewind it for higher output voltage as per Mick Sagrillo’s 
article in H.P. on rewinding. I did rewind the armature, 
which took awhile. Before I had finished the rewinding 
job, I stumbled across an even better prospect for my 
project. I had stopped to look over the rail cars used on 
an excursion train, one of those ride and dine affairs. I 
started looking at the equipment hanging off of the 
bottom of the car. There was this BIG round thing that 
looked a lot like a generator. It was. I crawled under the 



car, (it wasn’t hooked to an engine at the time) and 
checked it out. It was a 100 Amp 40 VDC generator 
rated at 500 rpm. Perfect says I. So I asked around 
and eventually talked to the fellow who did all the 
electrical work for the railroad. Seems they weren’t 
even using the generator. It wasn’t geared to work at 
the slow speeds that the excursion train travels. So we 
struck a deal, $100.00 for the generator, $50.00 for the 
voltage regulator/cutout. The generator was made by a 
company called Safety Industries. They may now be 
out of business since I couldn’t find any number for 
them. So I reworked my design around this new find. I 
hoped to be able to drive this generator with the blades 
mounted directly to the generator shaft. Which brings 
me to the blades. 

The Blades 

In March of 92 I ordered a set of semi-finished blades 
from Mick Sagrillo at Lake Michigan Wind and Sun. 
Mick has been a great help throughout this project, 
listening and giving advice freely. Anyway, the blades 
were 5 feet long, made from laminated Sitka spruce. 
He has a bunch of them, something about a deal with 
some entrepreneur for wind powered billboards that fell 
through, leaving Mick with a quantity of blades and no 
buyer. I bought 3 blades for $330.00, shipped. These I 
sanded down till smooth. I finished them with 3 coats of 
DuPont Imron as a primer and 3 coats of DuPont 
Centauri as finish coats. This was according to Mick’s 
suggestions. They certainly are shiny! 

Blade Balancing 

The blades I balanced by following the routine outlined 
by Mick in HP 14. I weighed each blade individually 
after they had been sanded smooth. I took the weight 
of the heaviest and figured roughly how much weight to 
add to the other two. I melted lead into a piece of 3/4 
inch copper pipe and cut it into pucks about 5/8 inch 
thick. These I added to the lighter blades at a point 
where the wood was thickest along the chord of the 
blade, about a foot or so from the base. I had the 
blades mounted to the hub plate. I added weights to 
them until I had the blades balanced. I made my own 
balancing jig from a piece of steel plate with a pointed 
rod approximately 1 foot long welded to it. I made an 
aluminum center piece from an old VCR head that fit 
over the point. The blade hub plate center hole just fit 
into this center piece, and the center piece set on top of 
the pointed rod. I had balanced the hub plate first by 
drilling holes at the edge where it was heavier. After 
balancing the hub, I attached the blades. After finding 
how much weight to add to each blade, I drilled holes 
to hold the lead/copper pucks in the blades. I epoxied 
them in and then skimmed over the holes with “Bondo”. 
I then proceeded with painting the blades. 
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Above: Able assistant Tyler Linn demonstrates how 
the blades mount. Photo by Dick Linn 



Those Designer Blues 

These blades should be good for about 1 .5 kilowatts of 
power at around 27 mph winds. My railcar generator is 
rated at 4 kW. So now I had more generator than 
blades to power it. I figured that the generator was 
rated at 500 rpm and the blades were good for about 
360 rpm. So it seemed that the generator running at 
reduced speed might match the power capability of the 
blades. I tested the generator by driving it via the pulley 
that came mounted on it. This was designed for a flat 
belt. I backed a motorcycle rear tire against the pulley 
with the tire slightly raised off the ground and ran up 
some revs. The generator was connected to a 24 VDC 
battery bank via an ammeter and voila, I got some 
amps in the right direction. I wasn’t too scientific about 
this experiment. All I wanted to do was be sure that the 
generator worked. I didn’t try to get any rpm vs. output 
data. I should havel When I got the generator on top of 
the tower and the blades bolted to it and in the wind, I 
got no output. I tried applying power to the generator 
and I got the generator to motor. Also, when the wind 
was blowing and I hit the generator with voltage 



momentarily, I got one or two amps out from it. As soon 
as the wind died down a little, the output would drop off 
and not come back up. At this point I went back up the 
tower, pulled off the manufacturer’s plate from the 
generator, and tried to read all the faded print on it. You 
see, this had been under a railroad car for 70 years 
and had been beaten up somewhat by the elements, 
ballast, dirt, etc. It wasn’t easy to read. I finally decided 
that it must read “minimum rpm, 500”. So I wasn’t even 
getting close to the generator’s power range. I then 
tried gearing up the drive to the generator with the 
blades on a separate shaft on pillow blocks and driving 
the generator via a chain and sprockets. I chose a ratio 
of 2.25 to 1 which would get the generator up to around 
800-900 rpms. I hooked everything up and waited for 
some wind. And waited. And waited. The generator 
wouldn’t turn at all. The blades were stalled by the 
mass of the generator armature and the extra 
shafting/gearing/bearing losses! 



Plan Two 

At this point as I was considering bigger blades and/or 
rewiring the generator armature, I remembered the 
Autolite armature that I had never finished rewinding. I 
was getting desperate as Fall was coming and I 
needed more power. We bought a SunFrost last Spring 
and had done ok for power during the summer, but the 
cloudy/windy season was 
fast approaching! I needed 
some power, now. So I 
dug out the armature and 
finished the rewire job and 
discovered “equipotential 
connections”. 



Back To The Autolite 
Generator 

One of the reasons I had 
quit on the armature 
before was that it didn’t 
test good when I had it 
growled. I had my friend at 
the auto parts store growl 
it before I had soldered 
down the windings to the 
commutator, just to catch 
any small problems before 
they became big ones. 
Only when he growled it, it 
tested full of shorts! (A 
growler is a test jig for 
armatures that uses ac 
current. It creates induced 
currents and thus 
magnetism in any shorted 
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windings in an armature.) I went through cleaning out 
between commutator segments and visual inspections 
several times and could not get rid of the shorts. That 
had been a year ago. So now I had it growled again to 
verify it still had shorts. It did. Then I did some reading 
in an old book from the 1920s on motor and generator 
rewinding (one of my yard sale finds). I found reference 
to “equipotential connections”. It briefly mentioned that 
these are sometimes added to armatures to minimize 
arcing at the commutator. I knew that my commutator 
had these wires connecting every fourth segment with 
another segment 180 degrees opposite it on the 
commutator. So I lifted these interconnections and 
suddenly I had an armature that tested o.k. I then 
called up a motor rebuilding shop and the old timer in 
the back room said, “Yes, those connections will do 
that to you if you try to growl the armature, but the 
armature may still be o.k.” So I put the generator 
together, made a brief test run driving it with my 
motorized DC charger (see HP 26 article), determined 
that it did work, and then had the motor shop “dip” the 
armature in the correct enamel and bake it. I then 
made a bracket that bolted to the bracket for the pillow 
bearings that bolted to the railcar generator to hold the 
autolite generator. I put a sprocket on the Autolite 
generator the easy way, I got lucky! The Autolite 
generator has a splined shaft with a big V-belt pulley on 
it. I had removed the pulley and tried to decide the best 
way to put on a sprocket. Then one night, in that half 
awake state, I visualized the sprocket from my wife’s 
Harley Sportster and the splined shaft and thought, 
“They look the same.” So I got up first thing that 
morning and went out to the barn to check it out with 
an old sprocket. Yep, the splines were the same. The 
sprocket fit! I kid you not. I tried the sprocket without 
modification but the generator turned too slowly. So I 
got out the torches, cut off the teeth, turned it down in 
the lathe and then went to “Central Tractor”, the local 
farming accessories dealer. They carry an extensive 
line of sprockets with adaptor hubs to fit most any 
reasonably sized shaft. I’m told NAPA stores can also 
order these things. Anyway I got a smaller 13 tooth 
sprocket to give me an overall ratio of 1:3 speed 
increase. And It Works! I bought a wind speed indicator 
from Mick and came up with the following data: Cut in 
speed approx. 10 mph. Power @15 mph 10 amps @28 
VDC Power @22 mph 25 amps @ 28 VDC Power @ 
28 mph 45 amps @ 28 VDC. The tail starts pulling it 
out of the wind @ approx. 28-30 mph. 

The Bottom Line 

I’ve tried to include the costs incurred in building this 
project. I think I still came out ahead over the cost of 
buying a new unit, and of course I’ve had the “learning 
experience” and personal pride/pleasure from “doing it 



Homebrew Wind Generator Cost 



Item 


Cost 


% 


Blades 


$330 


21 .6% 


Tower 55 foot 


$300 


19.6% 


70 bags of concrete 


$247 


16.2% 


Tower (angle Iron, bolts, etc.) 


$228 


14.9% 


Railcar Generator & regulator 


$150 


9.8% 


Drilling foundation holes 


$80 


5.2% 


Paint 


$80 


5.2% 


Outside machine work 


$55 


3.6% 


Ginpole 


$40 


2.6% 


Armature dipping 


$18 


1 .2% 


Autolite truck generator 


$0 


0.0% 


Total 


$1 ,528 





myself”. The project isn’t finished yet. I fully intend to 
get a set of bigger blades and drive the railcar 
generator, hopefully direct. But then that will probably 
mean an armature rewind. So, for this winter at least. 
I’m content to just watch that baby run! Last year, I ran 
my auxiliary charger 80 hours at a rate of 30 amps. To 
date, I have yet to start it, except for testing. So for the 
first time I have energy self sufficiency. A good feeling. 
The rest of my system is composed of a motley 
collection of used photovoltaic modules. Arco “muds”, 
16-2000S, and some Solec seconds, all charging a 
recycled, pocket-plate, ni-cad 24 VDC battery. 

Access 

Author: Dick Linn, 3771 Morgan Road, Interlaken, NY 
14847*507-532-9517 

Tower: Tom Nudd, Fred A. Nudd Corp, Ontario, NY 
14519*315-524-2531 

Railcar generator: Tom Gasda, Tioga Central, (now 
defunct) Owego, NY 

Blades: Mick Sagrillo,Lake Michigan Wind and Sun, 
3971 E. Bluebird Road, Forestville Wl 54213 * 414- 
837-2267 

Autolite Truck Generator: My good friend Bill Fletcher, 
who collects old trucks. 




WE INVERT 
TILL IT Hz 



DC TO AC 
POWER 
INVERTERS 



(206) 435-8826 
[en^eerIn^ Fax: (206) 435-2229 
5916-1 95th NE • Arlington, WA 982231 
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No Power? No Problem! 



From System Design to Installation... 

Renewable Energy systems for your home and lifestyle. 

Electron Connection - Caii Ton Free i -800-945-7587 
Photovoltalcs • Microhydro • Wind • Water Pumping 
Consultation • Site Survey • Direct & Mail-order Sales • Installations 

CA Electrical Lic#613554 




Trace 4,000 watt Sinewave Inverter 

Equally at home on or off the grid I 

Utility Intertle and battery — the best of both worlds I 

Super sophisticated battery charger 

Clean sinewave power 

Ultra high 90% efficiency and low Idle power 



Sun Spot™ Solar Oven 

* Lightweight — VA pounds I 

* Portable — It folds up! 

* Expandable cooking chamberl 

* Heats to 350 Tl 

30 shipped free In USA 



WATTSUN all-electric trackers. 
Unaffected by wind or temperature. 
Up to 40% more power from your 
PVs. 

NEW! Two- Panel tracker for 
water pumping I CALL! 



In Stock! 

TH ERMOMAX 




• High-Quality Batteries — Trojan - US Battery 

• Power Inverters — Trace - PowerStar - Exeltech - Vanner 

• Instrumentation — Cruising Equipment - Fluke - Wavetek 

• Charge Controllers — Heliotrope General - SunAmp - Trace 

• Trackers & PV Mounts — WATTSUN - Zomeworks 

• Microhydro Electric Powerplants — Harris Hydro - Lil Otto Hydroworks! - ES&D 

• Pumps — Solar Slowpump™ - Flowlight - Solarjack - SHURflo - Flowjet 

• Efficient Lights — Osram - Phillips - PL 

• Solar Cooking — Sun Oven - Sun Spot 

• Sun Frost • Ananda Power Centers • Cutler & Hammer • Square D Products 



optiiiiine+ 

OpiaFhonesTAR 

Authorized Dealer 
& Installer 



SIEMENS 

TM 

ProCharger 4 






PRODUCTS-INCORPORATED 




SERIOUS DEALER INQUIRIES INVITED 



Evacuated Heat Pipe Solar Collector 

Clean Energy, All Weather, All Year Round 

• Works even on cold, cloudy, or foggy days. 

• Tested at 86.9% maximum efficiency. 

• On average, 72% of available solar energy Is 
delivered as usable heat - summer or winter. 

• Operates efficiently at temperatures far 
below freezing. 

Send for free Thermomax brochure 



Join Electron Connection's growing network of home power installing dealers. I offer 
dealers technical support, system design assistance, prompt shipment, and fair pricing. 
Find out why Electron Connection’s dealers are prospering! 

Write today for your dealer application. 




Electron Connection 

POB 203, Hornbrook, CA 96044 USA 
VOICE • FAX 916-475-3401 
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Above: The Tropica, a sporty coupe designed from the ground up to be an EV, has an ABS body, twin EV 
drivetrains, and an estimated $12,000 price tag. Photo courtesy of Rennaissance Cars 



EVs on Parade 

Michael Hackleman 

©1994 Michael Hackleman 

J ust got home from the Felton 
Remembers Parade. Ah, yes, 
small towns. Ain’t it grand! 
Everything that can roll, walk, or slide 
gets to make a one-way pass down 
Main Street. Horses and goats, fire 
trucks with kids piled high, slick old cars 
and Harley machines, and two electric 
vehicles. 

Donna drove the Honda (its iast parade, sniff sniff; the 
crusher beckons) and Karl Applegate drove the 
Electrathon the 7th and 8th grade students built, doing 
little figure eights in the roadway to the delight of the 
crowd, then speeding off to catch up with the parade. 
We worked long hours to get it ready (nothing quite like 
setting a milestone), and fixed all the things that didn’t 
work from the initial test drives. In the parade, it 
performed flawlessly. No blown fuses, fried motors, or 



wheels falling off. It was well received, too. Thousands 
of people lined the street, many in lawn chairs. A 
celebration of life’s little pleasures. A long walk on a 
sunny day with a lazy breeze. 

The long-awaited technical review by CARB (California 
Air Resources Board) is over. Despite the testimony 
from auto company representatives over the difficulties 
that EVs impose on their lives and agendas, a massive 
demonstration of support came from many quarters at 
the mid-May meeting. The result? CARB is reaffirming 
its commitment to the mandate for 2% ZEVs (zero 
emission vehicles) by 1998. That’s a 40,000-car market 
in California alone. Country wide, with other states 
jumping on the bandwagon, anybody that sells a 
snappy little electric is probably going to do well. 

Speaking of snappy. Bob Beaumont, of Citicar fame, 
appears to have found the recipe for a fun runabout he 
plans to build in Florida and sell through dealerships 
throughout the country. The March 1994 Car and 
Driver Preview Test, the original Electric Car Skeptics 
Quarterly, gives the Tropica two thumbs up. They claim 
that because the car doesn’t promise much, and 
delivers a little more, that it’s a winner. At 2,200 pounds 
(Bob says he’ll shave it to 1,800 pounds in production), 
it’s pretty light for the twelve 6 Volt batteries in the 
pack. The ABS body avoids fiberglass usage. To get 
around the bottleneck of today’s electronic controllers 
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(with their 400-Amp limiting) and to eliminate a 
transmission and differential, the Tropica design uses 
two independent drive trains — motors, controllers, and 
fixed-ratio belt drives. Very clever. The low pack 
voltage (72 V) keeps the offline leap to a chirp and 
eliminates a jackshaft, but can deliver power at 800 
Amps to the rear wheels (50 hp minimum) for heady 
acceleration up to cruising speed. A classy sports car 
body design by Jim Muir will make the low $12,000 
price tag seem affordable to a lot of folks. The lack of a 
roof frees Bob from having to meet many regulations 
(windshield glass, strong roof structure, etc.), which I’m 
certain will be available as aftermarket items. It’s a 
savvy design worthy of study by anyone who is thinking 
of making EVs for sale. I hope I get to test drive one 
soon. 

In this issue’s GoPower section, Gail Lucas describes 
what it’s like to drive an earlier Bob Beaumont creation, 
the Citicar. Tom Bennett, in “The SunCoaster Project”, 
fills us in on an ongoing solar EV project at Lewis and 
Clark College. And, folks interested in simpler EV 
controls, will appreciate “Dynamic Braking in Simple 
EVs”, a companion work to my article in HP#39. 

I’m in the middle of a move, still keying away at my EV 
book. Thank you for all your letters and kudos on 
GoPower. This is a job I love to do. 

Access 

Michael Hackleman, PO Box 63, Ben Lomond, CA 
95005 





Above: Michael Hackleman and Donna Worden take a 
break as the Honda gets a fillup from the sun between 
demo rides at the Tehachapi Wind Fair, 1993. 

Photo by Jim Meurer 




Cruising Systems 
Integration & Design 



Main System Components 
at SALE PRICES 

Solec 
53W 
$329.00 

10 yr warranty 36 cel I 3. 1 A at 17. 1 V 
Let Solec be your SOURCE of energy! 



STORE up to 1400 
amp- hours of 
energy in our 
"Bui let Proof" 2 Volt 
batteries. A serious 
battery with a 
serious name. Free 
Hydrocap with each 
cell through 
September '94. 





LINK your system together with an 
integrated Inverter/ Charger & DC 
M on i tor by Heart I nterface 

Cruisi ng Systems 

6300SeaviewAveNW SeatUeWA 98107 
T (206) 784-8100 • F 784-1529 



Letusdesign your 
Integrated Electrical System 
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Above: Gail Lucas behind the wheel of her Bradley GT 
Electric. Parked to the left is her Citicar. 

The eight 6 Volt batteries and one 12 Volt I added to 
the Citicar for the lights are very easy to access for 
maintenance. When it’s time for replacement, the set 
will cost half as much as the 1 6-24 batteries needed in 
most converted cars. 

A friend and I take the Citicar grocery shopping. I often 
purchase a 50 pound sack of bird seed and there’s 
room behind the seat for it AND groceries for a week. I 
can tell at a glance before I open the door that no one 
is lurking in my car, an important consideration for a 
woman in Las Vegas. I doubt that anyone could hijack 
my Citicar. 

I have passed gas-powered cars stalled in the flooded 
streets. I was rear-ended by a mid-sized American 
sedan and, although noisy, absolutely no damage was 
done. The car is very light and easily rolled; I believe 
that it just bounced forward when bumped. 

I have to be sure the emergency brake is pulled tight 
when I take this car to school displays. Elementary 
grade children have caused it to roll by leaning on it. 
This is at times a desirable feature. I can move the car 
around the driveway without looking for the keys. Or 
push it out of the way in the event of a problem on the 
road. I once had a battery post melt-down. Another 
time, I burned up a fuse in the relay system. I have 
since upgraded the control system to a PMC controller, 
and have no problems along this line. 

These are adorable, wonderfully maneuverable little 
cars, many of which are on the road seventeen years 
after they were built. Only an EV driver realizes the 
good public relations a Citicar promotes when driven. 
Smiles, waves and thumbs-up signs abound from other 
drivers, children and pedestrians. 



Driving 
the Citicar 



Gail Lucas 



Since I began driving EVs, I have not maintained, or 
needed, a gasoline powered car. I do not miss the 
possibility of spilled antifreeze poisoning my pets, the 
smell of noxious gasoline fumes, and dirty oil spots on 
the cement. Nor do I feel deprived when I go a whole 
summer without a radiator boiling over, or chatting with 
mechanics about which hose is about to fail. I do not 
feel discriminated against when I am not asked to get a 
smog check before I can pay my annual license fees. I 
gave away my old 1 1 mpg luxury vehicle and would not 
even consider the purchase of another gasoline 
powered car. If I need to drive across country, it will be 
much more convenient and cost effective to rent a car 
for the trip. 



The 1976 Citicar is my favorite EV. It is not perfect, but 
is ideal for 40 to 50 miles of city commuting. It cruises 
at 35 to 38 mph, when the traffic allows me to go that 
fast. I can use parking spaces which are too small for 
other cars to use. In Las Vegas summers, with 110 to 
114 degree temperatures, the removable windows and 
the plastic body are preferred to enclosed spaces and 
heat-retaining metal. 



©1994 Gail Lucas 



A s the owner of six 
electric vehicles, I 
promote the use of 
EVs to help get Las 
Vegas off the list of cities 
with the worst carbon 
monoxide levels in the country. I am an 
EV driver with no interest in going 
80-90 mph, nor do I care how quickly I 
can accelerate from 0 to 60. Besides 
the safety factor, it’s time to stop basing 
our social status on how fast our 
vehicles can go, and value cars for 
what they are: a means to travel from 
point to point. 
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It was referred to as “awesome” by two children of 
about 10 years as they observed me stopped for a 
light. I have been asked many times if it is the “car of 
the future.” I find notes on my Citicar windshield asking 
where one can be purchased, and phone numbers with 
requests to call with any information I have on them. 
Fortunately, a Citicar look-alike, the Kewet, is available 
at dealerships scattered around the country. 

I hope the auto manufacturers will realize that the 
electric vehicle advantages — no pollution, little 
maintenance, and convenient, economical refueling — 
are more important to many people than high speed 
and cross country travel. 




Access 

Gail Lucas, EVA-Nevada, PO Box 19040, Las Vegas, 
NV 89132-0040*702- 
594-9798. Gail Lucas is 
the president of the Las 
Vegas Chapter of the 
EAA (Electric Auto 
Association). The Desert 
Research Institute 
Library, which provides a 
permanent location for 
the club, houses the EAA 
collection of EV books, 
magazine articles, 
electric parts catalogs, 

conversion instructions and newsletters, available to 
members and the general public. 



Above: Gail shows off her 
EV at a public event. 




Model Solar Racer 



Fastest kit car around! 

Top-quality single crystalline cell 
powers custom-built 0.5V motor. Add paint 
or keep body clear. 9" nose to tail. Assembly 
required, complete — just add sun! 

A Bruce Severance design. Send $19.95 -i- 
$5 postage & handling to: Donna Worden, 
POBox63, Ben Lomond, CA 95005. 



ELECTRIC VEHICLE 

COMPONENTS, CONVERSION KITS, PUBLICATIONS, VIDEOS, 
AND ENGINEERING DESIGN SERVICES FOR THE EV 
HOBBYIST AND MANUFACTURER. ..All components selected 
with safety and reliability foremost in mind... .We stock and sell the 
largest variety of the very best: 

♦ ADVANCED DC Motors in 7 variations from 4 HP to 22 HP 

♦ CURTIS-PMC Controllers, Throttle Potboxes, Footpedals 

♦ ALBRIGHT ENG. Main & Reverse Contactors in 4 models 

♦ GENERAL ELECTRIC & HEINEMANN Circuit Breakers 

♦ BUSSMAN & RELIANCE Safety Fuses 

♦ SEVCON DC-DC Converters from 56 to 128 V input 

♦ K & W ENG. Onboard Battery Chargers from 48 to 216 V 

♦ Full line of CURTIS, WESTBERG, & KTA Meters & Gauges 

♦ DELTEC Meter Shunts from 50 to 500 A 

♦ EVCC Adapter Plates, Couplings, Clamps, & Brackets 

♦ PRESTOFLEX Welding Cable, MAGNA Lugs, Assy. Tools 

♦ 5 CONVERSION KITS certified for Calif. $1000 tax credit 

♦ Complete ELECTRATHON Drive & Instrumentation Pkg. 

♦ All New K & W ENG. Tachometer Drive & Amp-hour Meter. 

COMPONENTS & PUBLICATIONS CATALOG $5.00 

INFORMATION PACKET SEND S.A.S.E. 



TA SERVICES INC. 



Electric Vehicle components and systems since 1984 

944 West 21st Street — Upland, CA 91784 
Tel: (909) 949-7914 — FAX: (909) 949-7916 



Solar Bee trie ity 

87 watt used, unframed 
@ $2. 17/ watt =$189 



53 watt BRAND NEW 
@$5.07/ watt =$269 



DEAl£RCOST 

PLUS 10% on 

Trace Inverters 

(full sized) 

Sun Frost Refrigerators 



CALL 

FOR 

OTHER 

SPECIALS 



ABRAHAM 

Solar Equipment 

P.O. Box 957 



1AKE 

COVER! 

...with our 



Pagosa Springs, CO 81147 

1-800-222-7242 

THE POWER BROKERS!™ 



ANANDA 
POWER 
C ENTERS 



UNITED 

TIME: 



UNIQUE 

MODULAR 

EARTH-SHELTERED 

BUILDING 

Si'STEM 



34 watt used ARCO's 
@$4.00/watt=$136 

No miitoisused! 

36 cells per module 

Full boxesonly... 



For Free info, send SASE with specific neque^ 
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The 

SunCoaster 

Phoject 

Tom Bennett 

©1994 Tom Bennett 

W hat has four 
wheels, can 
carry 220 

pounds of driver and 
baggage, has a top 
speed of 19 mph, and 
gets the electric energy 
equivalent of 2,667 miles 
per gallon of gasoline? 
SunCoaster. 




Origins of the Project 

In 1990, some of my students and I visited the Siemens solar cell 
production plant in Vancouver, Washington. We saw processes for making 
solar cells and met the people involved. I arrange field trips to add flavor to 
the General Physics labs I conduct at Lewis and Clark College. The visit 
generated a lot of discussion about solar energy on the trip back in the van. 
Wouldn’t it be great to build a solar car? That was the start of the 
SunCoaster project. 
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Two of my students and I 
submitted a solar car 
proposal that was funded 
by the Student Academic 
Affairs Board of Lewis 
and Clark for $2,250 to 
be built in the summer of 
1991. One of these 
students graduated and 
left the project, so Eileen 
Niedermann and myself 
proceeded. We visited 
Western Washington 
University and were 
inspired by the projects 
involving Michael and 
Eileen Seal. 

While we were gathering information for our design, we 
modified a go-cart frame as a test platform for our 
growing collection of possible electrical parts. It was 
unsafe at any speed but a necessary learning 
experience for our solar vehicle. 

Construction Begins 

Eileen and I attended SEER ‘91. We thoroughly 
enjoyed our Willits visit and came back loaded with 
notes, photos, product information, and contacts. An 
after-dinner sketch on a napkin looks remarkably 
similar to our final design! When we got back, we 
transferred this design to chalk on the floor, and then to 
the table trace. We kept the width and length of the 
vehicle to something that would fit inside a pickup truck 
for transport purposes. We bought our aluminum frame 
material and machined it to fit the worktable trace. An 
early contact, Don Holmboe of CMC in Tigard, Oregon 
did all the custom welding in his go-kart racing shop. 



Gasoline-to-Electric Equivalents 

Here’s a handy formula for converting mpg (miles 
per gallon of gasoline) to W-h (watt-hour) per mile: 

(#) Watt-hours _ 4.0 x 10^ Watt-hour/gallon 
mile (x) miles/gallon 

Plug X number of miles per gallon to get the 
number of watt-hours. An electric vehicle that has 
a performance value of 50 Watt-hours per mile, 
such as the Horlacher electric (see GoPower, 
HP#41), gets the equivalent of 800 miles per 
gallon. 

Here’s the derivation of the formula: 

Gasoline (energy content) = ^ 

Density (gas) = gr^ 
liter 

1 gallon = 3.785 liters 

1 gallon gasoline (energy content) = 1 .47 x 108 Joules 

i«, .X I 1 Joule 3600 seconds ocnn 

Watt-hours = :r x z = 3600 Joules 

second hour 

Watt-hours = 4.0 x 10^ Watt-hours/gallon 



We fitted components to the welded frame, including 
two solar panels we had purchased. We sent a photo 
of the vehicle to Siemens and they generously donated 
the remaining two panels we needed for the 
SunCoaster’s power source. 

While Eileen began her senior thesis work on a hybrid 
solar cell-thermoelectric device, I proceeded with the 




SunCoaster-Specs 



Guiding philosophy: simplicity, low weight, 
low cost, unified design. 

Motor: Pacific Scientific, 1 hp, 90 V. 

Controller: Homebuilt PWM (pulse-width- 
modulated), 555 Timer, 9 power 
Darlington transistors. 

Operator Control: Hand-operated, spring- 
return potentiometer throttle. 

Battery Pack: Powersonic, 12 A-h lead-acid 
gel cells, five propulsion (60 VDC), one 
forAux(12 VDC). 

Photovoltaic Modules: Four Siemens M75 
(50 W)solar panels, series-wired, 72 V 
output, 3 Amp output. 

Drivetrain: Motor hub, nine-tooth sprocket, to 
a 53 tooth chainring on a five-speed 
Sturmey Archer wheel hub, free-wheeling 
hub. 



Tires: ACS tread tires, 100 psi, 20 inch by 
1.75 

Brakes: BMX bicycle brakes, all wheels. Two 
operator levers, one for front and one for 
rear brakes. 

Frame: 1 x 1.5 inch aluminum 6063 

rectangular tubing. Seat frame, uprights 
and bracing: 1 x 1 inch. 

Panel mount: Tiltable, 25-degree total arc, 
rachet pull-down working against two 
auto pneumatic tailgate lifters. 

Instruments: Simpson Wattmeter for solar 
panels (0-300 Watt), wattmeter for motor 
(0-1500 Watt), motor voltmeter (0-100 
Volt), bicycle speedometer. 

Safety features: Roll bar, three-point 
harness, lap belt, padded tiller, turn 
signals, hazard flashers and brake lights. 



horn, electrical disconnect switch, keyed 
speed controller, two independent brake 
controls. 

Turning radius: 6 feet. 

Speed: Top: 19 mph. Cruise: 10 mph, 150 
Watts consumption, or 15 Watt- 
hours/mile. Gasoline equivalent: 2,667 
miles/gallon. 

Range: batteries only, 1 1 mph to 70% DOD 
(depth of discharge), 17 miles. 

Range: summer sunshine (calc), 120 miles. 

Weight: 220 pounds 

Dimensions: Length (7.5 feet). Width (4 
feet). Height (4.5 feet), max load: 220 
pounds. 
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solar vehicle and the 
design and testing of a 
dependable speed 
controller. My 17th version 
worked great and has 
continued to work without 
problems for the past two 
yearsi SunCoaster runs 
very smoothly on good 
surfaces. It is stable, partially because of its low center 
of gravity. There’s no flex in the suspension, so bumpy 
surfaces are unpleasant to some drivers. We had the 
vehicle running before SEER ‘92. 

SEER ‘92 was fun, the vehicle ran well, and we 
enjoyed having it on display. With our lightweight 
driver, Toni Van DeKop, we successfully drove the rally 
course, taking first place in the Innovative “A” Solar- 
electric category. 

In 1993, our physics department hired a new machinist, 
Steve Attinasi. Along with student Marc Saxowsky and 
myself, the three of us spent some effort in refining the 
vehicle and improving the safety features. SunCoaster 
has been in several alternative energy fairs and auto 
exhibits, including the Portland Roadster show in 
March of this year. We plan to attend SEER ‘94. 

Final Thoughts 

Benefits from the project includes valuable experience 
in machine work for a student, the construction of a 
well engineered solar vehicle that focuses interest and 





ADVANCED ELECTRONICS 

8525 Elk Grove Blvd Ste 106 
Elk Grove, CA 95624 

(916) 687-7666 

Equipment shown 
by appointment 




Things that Work! 
tested by Home Power 



UNFRAMED CARRIZO’S 

Copper Quad Lams 87 Watts $199 
Bronze Quad Lams 95 Watts $279 
Super Gold Quad Lams $469 



FRAMED & J BOXED CARRIZO’S 

Bronze Quads (polycarbonate) $350 
Bronze Quads (aluminum) $379 
Gold Quads 105 Watts (aluminum) $449 



AMORPHOUS LAMINATES $39 each (MIN. order 3 lams) 

10 Watt 12"x36" FRAMELESS VOC-22.5, VPP-14.50 



plus shipping and handling 



Call for best pricing on inverters, charge 
controllers, and batteries. 



much discussion concerning solar energy, and school 
interaction with many local businesses. 

What would we do different? Use a three-speed hub for 
more durability, increase the capacity of the solar 
panels, and add disc or drum brakes. 

Access 

Tom Bennett, Lewis & Clark College, Box 15, Portland, 
OR 97219 •503-768-7595 



Eileen Niedermann graduated and is a Peace Corps 
worker in Tanzania. 



THE FIRST COMPLETE LINE 
OF 

TRUE SINE WAVE INVERTERS 

FEATURING 

• The smallest, lightest, best regulated 
true sine wave inverter on the market. 

• 250 watts to 6000 watts of output power 

•12 to 240 VDC available 
• Weighs as little as 5 pounds! 

• No load power as little as 5 watts! 

• Improved efficiency 

• Over 240 different models to choose from 




Please call 800-886-4683 (US Only) for free 
literature and a dealer near you. 



EXELTECH 




Things that Work! 
tested by Home Power 
Issue #39 



2225 E. Loop 820 N. • Ft. Worth, TX 76118 
(817) 595-4969 • Fax (817) 595-1290 
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camera ready 
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camera ready 
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Electric Vehicle Wiring: 
Part One 

Shari Prange 

©1994 Shari Prange 

W hen converting a car to 

electricity, the wiring requires 
more meticulous care than any 
other part of the project. Glaring errors 
(such as connecting the wrong things 
together) wili produce glaring results 
(such as a complete failure to operate 
or spectacular pyrotechnics.) More 
subtle errors, however, can be just as 
disastrous, but may lie dormant for 
some time before striking. It’s not that 
difficult to get it right, if you take the time 
to pay attention to details. 

Wire Sizes 

Wire size is determined by the current it will be carrying 
and the length of the wire. Too much current on too 
small a gauge of wire will cause inefficient operation, 
and possibly a fire. A small gauge of wire that is 
suitable for a short run will not carry the same current 
for a longer run. 

The higher the number of the wire gauge, the smaller 
the wire, so that 12 gauge is much heavier than 18 
gauge. The heaviest wires, actually cables are labeled 
0, 2/0, or 4/0. Although wire smaller than 16 gauge 
may be perfectly acceptable for many applications, it 
can be difficult to work with because it is so fine. In 
general, 1 6 gauge wire is suitable for any automotive 
application drawing less than 12 amps. For higher 
current applications, use 1 0 gauge or larger wire. 

Cable 

For any components that will see actual drive current of 
up to 400 amps or more, use 2/0 cable. These 
components include batteries, the motor, the controller, 
the main contactor, the circuit breaker, and the shunt. 

There are different kinds of 2/0 cable as well. The 
standard 2/0 cable uses dozens of wires the size of 
paper clip wire, all gathered into one insulating sheath. 
This cable is fairly rigid, and can be difficult to work with 
in tight quarters. 




Above: Both regular 2/0 cable (left) and welding cable 
(right) contain the same amount of copper, but the 
welding cable is much more flexible. Photo by Shari Prange 



Welding cable is much more user-friendly. It is also 2/0, 
and contains the same amount of copper. However, it 
is in the form of thousands of strands the thickness of 
hairs. This cable is much more flexible, and has thicker 
insulation to give it more protection. 

Copper Straps 

For some applications copper straps work well in place 
of cable. These are places like connections between 
batteries, which are fairly short and straight. Be sure to 
use a large enough piece of copper. Strips 1/16 inch 
thick and one inch wide will give you approximately the 
same amount of copper as 2/0 cable. 

Copper straps are nice because they afford a large 
contact area at the end, and don’t require the extra 
expense and operation of crimping on a lug. Drill 5/16 
inch holes in each end to bolt to the battery posts and 
deburr them. Then insulate all the contact ends of the 
straps with heat shrink tube before bending the ends to 
fit the post. 

It is standard practice to have at least one bend in each 
strap to give it some spring and reduce the stress on 
the battery posts when they are jostled during driving or 
collisions. 




Above: Copper strap, insulated with heat shrink tubing, 
is used to mount a fusible link between two battery 

posts. Photo by Shari Prange 



Basic Principles 

Each car, of course, will have a different wiring layout, 
and different brands of components will be connected 
in different ways. However, there are certain basic 
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principles that will apply to any conversion. These 
principles are especially important in a moving car, 
where wires are exposed to hazards not found in a 
stationary application like a house. 

Identifying Wires 

Even a reliable electric car will sometimes require 
troubleshooting, or the addition or replacement of 
components. This will be more easily accomplished if 
all the wires are easy to identify. 

Automotive wires are traditionally coded by color. The 
worst thing you can do (and it has been done!) is to 
wire the entire car in one color. This effect looks pretty 
to the automotive naif — and looks hilarious to the 
automotive mechanic. 

If you are using any of the car’s original wires and find 
it necessary to extend them with additional wire, match 
the original color as closely as possible. 

Often, these wires will have a base color, then marking 
it in the contrasting stripes or bands. You can match 
this by using a wire that matches the base color, then 
marking it in the contrasting color at intervals. The 
marks can be made with automotive touch-up paint or 
model kit paints from a hobby shop. 

If you are adding new wires, develop your own color 
code, and make it as consistent as possible with the 
conventions of the car’s original system. For example, 
if your car is a Volkswagen, brown wires are always 
ground wires. 

Most important, record the color and location of every 
original wire that you turn to a new purpose, and every 
wire you add. This is your wiring service manual. 

Protecting the Wires 

Wires in a car need more protection than wires in a 
house. When a car moves down the road, everything in 
it is also jiggling and moving in relation to everything 
else in the car. Abrasion, snags, and fatigue are risks. 
If a wire breaks, pulls from its connection, or has 
damaged insulation, you will have problems ranging 
from components that don’t work to a major vehicle 
fire. 

A wire should never be left to dangle where it might get 
snagged and pulled. Conversely, it should never be 
stretched taut so that it strains the connection at the 
end. Wiring should be like the leash of a well trained 
dog walking at heel: it doesn’t drag on the ground or 
catch in the bushes, but it doesn’t choke the dog, 
either. 

Similarly, a wire should not be pulled across the edge 
of a component or piece of bodywork, even if it is a 
smooth edge. Normal road vibration will cause rubbing 




Above: A custom grommet can be easily made from a 
length of VW fuel line that is slit along one side 

Photo by Shari Prange 



and abrasion. Eventually, it will wear through the 
insulation and the wire will short out. 

If wires need to be run through holes cut in sheet 
metal, the hole should be grommeted. If you can’t find 
an appropriate size of grommet, you can make one. 
Use something like VW fuel line. This is a narrow 
rubber hose with a braided cloth covering. Cut a short 
piece of it and slit it lengthwise. The fill it will body trim 
cement and work the slit over the edges of the sheet 
metal. Trim it to fit, and wipe away any extra cement. 

The same principles apply to cables as to wires. When 
running cables underneath the length of the car, they 
can be protected by a sheath of flexible PVC hose. 
This is sold in sprinkler and spa supply stores in 
various diameters. 

Looms 

Although the shortest distance between two points is a 
straight line, that is not necessarily the best route for 
wires. Placing each wire individually from its source to 
its destination will yield a jumbled and confusing 
display known as the “explosion in a spaghetti factory.” 

Gather wires running in a similar direction together into 
looms, and let each wire peel out of the loom as it 




Above: Flexible PVC spa hose can be used to protect 
cables, and can be easily mounted to the car with 
simple brackets and clamps. 

Photo by Shari Prange 
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passes its destination. Often, you 
can follow and attach to the original 
wiring loom. The wires can be 
gathered together with periodic 
strips of electrical tape or nylon tie- 
wraps. 

Even better are loom sheaths such 
as spiral wrap or Flexgard. These 
protect the wires from abrasion as 
well as gathering them together. 
Spiral wrap is exactly what it 
sounds like: it wraps the loom in a 
spiral, allowing wires to be pulled 
out between loops when they need 
to exit the loom. Flexgard is a 
corrugated plastic tube with a slit 
down one side. The loom is fed into 
the tube and secured with tie-wraps 
at intervals, and individual wires are 
released as needed through the slit. 

For very short runs, you can also 
use heat shrink tube. This is a very 
effective sheath, but unlike spiral 
wrap or Flexgard, it cannot be 
easily opened and closed again, 
and it allows no easy exits for the 
wires. 

For an instant loom, you can use 
four-in-one trailer lead. This is a 
ribbon of four separately insulated 
and colored 16 gauge wires glued 
lightly together along their edges. 
As each wire reaches its 
destination, it can be peeled away 
from the ribbon. 

Looms make the car easier to work 
on, reduce the danger of damaged 
wires, and look professional. 

Next time we’ll talk about 
measuring wire and cable, making 
good connections, adding extra 
wires, grounding, relays, and fuses. 

Access 

Shari Prange, Electro-Automotive, 
PO Box 1 1 1 3, Felton, CA 95018* 
408-429-1989 




APT Power Centers 




I ]- 



* Solarex VLX-53 
Value Line Modules 

SOLAREX 

Authorized Dealer 

* Trace 4000 Watt 
Sinewave Inverter 




i 

* ALTERNATIVE SOLAR PRODUCTS 

„ j (800) 229-7652 • FAX (909) 308-2388 

27420 Jefferson, Suite 104B, Temecula, CA 92590 
Visit our Solar and Wind Power Showroom in Southern California 



ANNOUNCING THE NEW PROVEN RESULTS CC-20B 

This new “B” model now incorporates a digital display for 
current and voltage. Also temperature compensation, 
and battery equalization are standard. 

Available from leading Renewable Energy Dealers. 

Call 1 (800) 552-8838 for data sheet. 

Heliotrope General, Inc. 

3733 Kenora Drive 
Spring Vaiiey, CA 91977 USA 
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BACKWOODS SOLAR ELECTRIC SYSTEMS 

For an Earth Restored and a World at Peace... Independent Electric Power Systems for the 

Remote Home — Solar Electric, Wind, Hydro 



We are a family business, living with our products for over 15 
years, and offer the knowledge to help you set up your energy 
system. Free Consultation. Questions are personally answered. 






Our catalog includes a planning guide to help you understand . * 

how to put your energy system together - its applications ^ 

and sizing. We offer lower than usual prices on Kyocera, ^ ® ' ’ 1 

Solarex, and Siemens modules and Onan generators. Our HH ^ ^ m 

Trace inverters include free battery cables. We carry |1H lllf |l IP I ft 

Sun Frost and Nova Kool refrigerators, specialized 

appliances and lighting, and a range of meters and 

controls: Heliotrope, SCI, Ananda, Cruise, and our 

own Backwoods control boxes. 

Our $3. Catalog/planning guide is FREE to Home Power readers. 

We accept VISA and MasterCard |^g"| A 
Most items in stock for immediate shipment. 

Steve & Elizabeth Willey • 8530-HP Rapid Lightning Creek Road • Sandpoint, Idaho 83864 • (208) 
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ACG150 



ACG 200 







The AC Genius 
150 & 200 watt 
continuous 
power inverters 

Tumbler Technologies 
is proud to announce 
the new AC Genius 
line of compact 
inverters. 



Now you can have AC power wherever you need it by 
simply attaching the AC Genius to 12vDC. 24vDC 
input models are also available. 

The AC Genius inverters have a low-battery warning 
and shut-off to prevent complete discharge of your 
car’ s battery. They also contain an on/off switch which 
controls the DC input. Thus you can leave the inverter 
connected to your battery, and simply switch the unit 
off when not in use. 

Call now for more information (408) 996-8276 
(ul) Approved models also available. 



SOLAR POWER FROM NAPS 



PRODUCTS NOW IN STOCK IN U.S.! 

•AMORPHOUS PV MODULES • 

Low cost modules for small power applications 
Easy mounting aluminum frame, up to 10 year warranty 
C barging currents of .8 and .27 amperes at 15 volts 

•SPECIALTY PV PLATES • 

For 0 EMS, experimenters, educational kits 
Protective backing, easy connection solder pads 
Assorted sizes charge 12, 6 and 2.4 volt batteries 

•LIGHTING KITS • 

0 ne day charging performance: 

MiniKit — 2 each 8 watt lights run 3 hrs/day 
Magic Lantern — 7.5 watt PL tube runs 4 or 8 hrs/day 

CALL NOW FOR MORE INFORMATION! 



NAPS INTERNATIONAL 

587-F N . Ventu Park Rd. #508 
MP5TP ^ ewbury Park, CA 91320 
^ Tel' (805) 494-6657 

Advanced Power Systems i ci. vouj; uuj/ 

Fax: (805) 494-1098 

NAPS, a lea(Jing PV systems company, is part of the N este 
Corporation, one of the N ordic countries largest enterprises, with 
worldwide interests in energy, chemicals and transportation. 



Home Power #42 • August / September 1 994 










Go Power 



Adding Dynamic 
Braking to a Series- 
Parallel Controller 

Michael Hackleman 

©1994 Michael Hackleman 

D ynamic braking is similar to 
regenerative braking in an 
electric vehicle (EV). Both use 
the motor as a generator during the 
braking process, and both “brake” the 
vehicle, converting momentum into 
electricity. However, whereas 
regenerative braking uses the battery 
as a load (by charging it), dynamic 
braking uses a resistor as its load, 
dissipating momentum as heat. If you 
hate the thought of throwing away the 
power, ask yourself a question. What do 
you think you’re doing each time you 
use any brake? 

In HP #39, I described a simple series-parallel, voltage 
tap circuit for controlling a small PM (permanent 
magnet) motor that incorporated a regenerative braking 
circuit, too. This circuit is easily expanded to provide 
dynamic braking. This article shows you what dynamic 
braking is, how it works, and how it can be integrated 
with the previous circuit. As well, I will explain how to 
position the operator controls, what safety features are 
provided, and how to fabricate the resistor coils. 

Note: This circuit assumes the use of a PM (permanent 
magnet) motor. Series, shunt wound, and AC motors 
will not produce a braking effect when merely 
connected to a resistive load. See “Regenerative 
Braking a DC Series Motor, Otmar Ebenhoech, HP 
#38, for the control requirements of series motors to 
produce a braking effect. 

When is Dynamic Braking Used? 

It is important to understand that regenerative braking 
and dynamic braking are complementary braking 
techniques. That is, they should act sequentally. Regen 
works for high-quality electricity; dynamic braking 
handles low-quality power. 



Realize that as any vehicle slows down, its drive motor 
also slows. Rpm drops, voltage drops, if regen is 
engaged, then current drops. Very quickly the motor 
voltage drops below the battery voltage and electric 
current ceases. 

Long before this happens, the braking effect fades. 
This occurs as the two values of rpm (motor and 
wheel) close with one another. You can regain the 
electric braking effect in three ways: 

1 . Shift down, //the vehicle has a transmission, this is a 
good time to shift down to a lower gear. This will 
increase the difference in motor rpm (and its voltage) 
and pack voltage. Current flow will increase, as will the 
braking effect. 

2. Go from series to parallel wiring of the battery pack. 
if the battery pack can be “shifted” from series to 
parallel, i.e., from 24 V to 12 V, this will increase the 
difference between voltages and, in turn, increase the 
braking effect. 

3. Shift into dynamic braking. If the vehicle has this 
circuit, use it now. 

Allot these tactics only postpone the moment when the 
vehicle has slowed enough and you must use the 
vehicle’s drum or disc brakes. Whether mechanical or 
hydraulic, these should bring the vehicle to a stop. In 
the smaller vehicles, a well-designed dynamic braking 
circuit will halt the vehicle. 

The Value of Dynamic Braking 

Dynamic braking (DB) takes over when regenerative 
braking fades. How does it work? When engaged, the 
DB circuit shifts the motor’s output to a resistor. Unlike 
batteries, resistors do not have a voltage potential. For 
this reason, they will provide a load until the voltage Is 
altogether gone. Resistors have two values of 
importance: their resistance and their heat-dissipating 
capacity. The first is measured in ohms and the second 
in watts. (More on this soon). 

A Basic DB Circuit 

Fig 1 illustrates a basic DB circuit. Switch S4 is a push 
button (momentary contact) switch, relay K4 Is a 12 V 
automotive contactor, and R1 is a nichrome resistor. 
K2 is similar to K4, which is part of the motor controller 
circuit that routes battery power to the motor. (Note: 
Circuit components are assigned numbers that will 
reflect their combination with the series-parallel motor 
circuit described in HP #39.) 

How does the DB circuit work? With K2 de-energized, 
the motor is disconnected from the batteries and is 
essentially freewheeling. Here, the vehicle is slowed 
only by the friction losses of drive train, tire rolling 
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resistance, and aerodynamics. Want more braking? 
Push switch S4. This energizes relay K4, which 
connects resistor R1 to the motor. 

The permanent magnets of a PM motor supply a 
constant magnetic field. If the motor’s shaft is spinning, 
lines of force (flux) are cutting electrical wires. When a 
path is supplied for electrons to flow, they will! The DB 
circuit does this, and resistor R1 is the load. Current 
will flow, limited only by the resistance value of R1 . 
Since it takes power to make power, the momentum of 
the vehicle (connected through the motor, drive train 
and wheels to the road) is converted into electric 
current that is dissipated. The vehicle slows down and 
resistor R1 heats up! Why bother? A good DB circuit 
will significantly reduce brake wear and greatly 
increase the braking strength of the vehicle that uses it. 
Thus, $25 in parts can save a brake job costing 10-15 
times as much. 

This effect will continue until the vehicle has come to a 
complete stop. However, like the regenerative braking 
circuit, the braking effect produced by this DB circuit 
will fade as the motor slows down. With less voltage, 
there is less current (ah, yes, the constancy of ohm’s 
law, E=IRI). 

A Two-Position DB Circuit 

Want more braking effect? Add another relay, resistor, 
and switch. Fig. 2 illustrates a two-position DB circuit. 
When switch S5 is pushed, relay K5 energizes, adding 
the value of resistor R2 to the circuit. If it had the same 
resistance value as R1, its addition to the circuit in 
parallel with R1 cuts the overall resistance in half, 
increasing the current flow from the motor and the 
braking effect. 

Note that I have wired K4 and K5 in series with each 
other. Wired this way, current cannot flow in K5 until it 
is flowing through K4. Why is this important? There are 
three virtues to this layout: safety, sequence, and 
reliability. 



1. Safety. Energizing K4 initiates soft dynamic braking. 
Energizing K5 energizes ftard dynamic braking. Believe 
me, you don’t want hard braking before soft braking! 
Wired this way, energizing K5 before K4 produces zero 
results. This tends to force the sequence from soft to 
hard. 

2. Sequence. Braking should be a smooth progression. 
If K4 and K5 are wired in parallel, there will be a gap as 
you shift (electrically) from one to the other. It is 
annoying and jerky, at least. It could result in a lost of 
traction, too. The same goes for backing off on the 
braking. Sometimes you will want to move smoothly 
from hard braking into soft braking. Make sense? 

3. Reliability. Relays, like switches, typically work the 
hardest when they break a circuit. Current has been 
flowing, suddenly a crack opens in the circuit, the 
voltage will tend to push the electrons across this 
increasing gap, and the result is “arcing”. Arcing is 
good in welding. It causes metal to be transferred from 
the rod to the work. Arcing is bad for a relay’s contacts. 
It causes the metal of one contact to be transferred to 
the other contact, pitting one contact and building a 
bead on the other. It heats and burns, too. Burned 
contacts become resistive, heat up even more, and 
eventually fail, often welding themselves together. So 
much for reliability. 

With relays K4 and K5 wired in series, the vehicle 
operator’s decision to decrease the braking effort 
allows an alternate path for motor current as K5 is de- 
energized. It continues through R1. Thus, K5’s 
contacts do not break the full motor current. If the 
operator wants to end dynamic braking, i.e., releases 
the hand lever, both K4 and K5 will de-energize 
simultaneously. If you think about it, the combined 
opening of contacts in both K4 and K5 equates to 
“further and faster”, further suppressing motor current 
arcing. The same relay contacts wired in parallel do not 
benefit from this idiosyncrasy. 
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The Combined Regenerative and Dynamic Braking 
Circuit 

It is time to merge the dynamic braking circuit with the 
series-motor controller and regenerative braking circuit. 
First, let’s take a test drive. 

You are out on the highway, whizzing along in your 
Electron Cruiser, just starting into a winding downhill 
section. You take your finger off the GO button (S2). 
You are coasting, but you want to go slower. You 
toggle switch S1 into LOW (shifting the battery pack 
from series to parallel wiring). When you push switch 
S2 again, you feel the regenerative braking. Isn’t life 
greatl You are slowing down and recharging your 
batteries simultaneously. 

You come around a corner and spot a deer and fawn 
standing at the edge of the road. They can’t hear you 
(you’re silently electric, rememberl), so you don’t know 
what they will do. You decide to slow down even more. 
You start to apply the brake lever when you remember: 
Hey, I’ve got dynamic braking nowl You let go of the 
GO button and push down on the other push button 
(S4). You feel the tug as the dynamic braking circuit is 
engaged. Want to slow more? Grasp the brake lever a 
bit (still pushing down on S4) . Automatically, switch S5 
energizes relay K5, increasing the braking effect. 
Whoops, there goes the fawn, right into your path. You 
hit the brakes harder, and stop in time. 

Fig 3 shows the complete circuit diagram that makes 
everything happen. (Compare this with the circuit 
presented in HP #39). Most of the components — for 
series-parallel, regen, and dynamic braking functions 
— should be recognizable. However, there’s a /of going 
on behind the scenes in this circuit. More specifically: 



Figure 3 



1. Relay K3 is identical (in ratings) to relay K1. Since 
only one pole is used in K3 (half that of K1), a suitable 
SPST relay can be substituted. 

2. Switch S4 is identical to switch S2. Since S4 is for 
STOP and S2 is for GO, it would be helpful if switch S4 
had a red button. Ideally, S2 would have a green 
button: however, blue, white, or black will do nicely. 

3. Relay K4 and K5 are identical in type (auto starter 
contactor) to relay K2. Their high coil current 
requirement is of limited concern because they are 
used infrequently and briefly. 

4. The key switch in this diagram is labeled S3; it had 
no such assignment in the circuit diagram in HP 39. 

5. Switch S5 is a microswitch that is attached 
somewhere in the vehicle’s stock (drum or disc) brake 
system. Whether manual or hydraulic brakes exist, this 
switch should function in the same way as the brake 
light switch, only sooner. There is always a certain 
amount of lever travel before stock brakes actually 
engage. You want S5 to activate first. If you need more 
braking, you can add the effect of the stock brakes. 

Why isn’t S4 also wired into the brake lever, and 
sequenced to close before S5? Dynamic braking 
should be activated only when the driver wants it. 
Depressing S4 requires a decision, a special effort of 
the brain. A panic stop from high speed by the driver, 
on the other hand, is a reflex. If dynamic braking was 
activated at the brake lever, what would happen to the 
vehicle? Going from high speed to hard dynamic 
braking could lock up the wheel(s). It could snap a 
chain, strip a gearbelt, or rip the motor off its mount. 

STOP or GO? 

In real life, you can Stop or Go — but you can’t do 
both. I’ve built the same ideology into this circuit. Relay 
K3 is wired so that its contacts, de-energized, allow 

switch S1(the 
GO button) to 
energize K2 for 
propulsion. When 
switch S4 

(essentially the 
STOP button) is 
pushed, it does 
more than 
energize K4 for 
dynamic braking. 
It also energizes 
relay K3, 

disabling relay 
K2. This way, 
even if S2 is 




Wiring: Motor circuit: #10 stranded or larger. Control circuit, Metering: #18 stranded or larger 
Digital meters: Radio Shack, Micronta model 22-1 71 A. Shunt: 50 Amp 50 mV 
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pushed, relay K2 cannot energize. This is a failsafe 
feature. Relay K2 and K4 must never energize at the 
same time. If they did, the battery pack would be 
shorted to ground through resistors R1 and R2. A 
wasteful use of power, at least. And some cherry red 
resistors I Blown battery fuses, more likely. 

Ergonometry and Safety 

Ergonometry is the science of fitting humans to objects 
and machines. On the surface, the more natural, or 
easy, or intuitive you can use something, the more 
you’ll like it and the better you’ll interact. Most 
consumers have no idea how much design effort is 
often devoted to easing their interaction with a device. 
Beneath the surface, the goal of ergonometry is more 
primitive. It wants you to survive the experience. It’s 
trying to keep you alive. 

A critical aspect of the circuit represented by Fig 3 is 
the positioning of switches S1, S2, S4, and S5. As 
indicated, S5 must be connected into the brake 
system. The other three switches, one a toggle and the 
other two push buttons, must be mounted in close 
proximity with one another and must be activated by 
the same finger or thumb. 



Caution: If you violate this ergonometric arrangement, 
you have compromised the design of this circuit. No, 
you cannot mount one switch near one hand and the 
other two by the other hand. No, you cannot directly 
adapt this to a brake 
pedal. No, you cannot 
combine S4 and S5 
into a multi-position 
switch. This circuit 
design is the result of 
much thought and 
experience. Dozens of 
alternate layouts have 
been discarded. Honor 
this or don’t use the 
circuit. 




Selecting the DB Resistor Values 

Three criteria are involved In the selection of R1’s 
values (ohms and wattage): extension, duty cycle, and 
operational weight. 

1. Extension. Engaging dynamic braking should feel 
like a natural extension of regenerative braking. So, it 
should feel like the next detent in the braking effort. 
Some experimentation and adjustment of this value will 
be needed. Allow for it. 



2. Duty cycle. The resistor may be called upon to 
dissipate a lot of heat. This suggests a high wattage 
rating. However, pumping braking power through this 



resistor involves a relatively short duty cycle. Hard 
braking is less likely to heat it up as a long downhill 
section of road. 

3. Operational weight. For a 350-lb operating weight 
(vehicle and driver), the value of R1 is likely to be less 
than one (1) ohm. For example, 15 volts of motor 
output will produce 15 amps of current in a 1 ohm load. 
A 225-watt braking effort (roughly 1/3rd of a 
horsepower) is not much. Half the operational weight 
would find this substantial. Double the operational 
weight would hardly notice it. 

Building Resistors R1 & R2 

Due to the high wattage requirement, a resistive coil is 
the obvious choice for the dynamic braking resistors, 
R1 and R2. You may need to wind your own. As 
previously mentioned, when two resistors of the same 
value are paralleled, the overall resistance is cut in half. 
When the same two resistors are wired in series, the 
total resistance is doubled. So, measure out a length of 
the wire material you choose and wind it to a size and 
shape that will fit its location. Now, try out the circuit 
with a short road test. Too much braking effect? Wire a 
duplicate coil in series and re-test. Not enough braking 
effect with one coil? Wire a duplicate coil in parallel 
with the first one. Continue either process until the 
desired braking effect is achieved. 

Wire coil material is important. Do not use copper and 
aluminum wire. The best choice here is nichrome, a 
special resistive wire (or ribbon) found in floor heaters 
and toasters. See the wire that glows cherry red? 
That’s the stuff. 

Nichrome comes in a variety of values (ohms per foot) 
but your application is unique, so this value is unknown 
— and I can’t tell you offhand. This is why scrounging 
the nichrome ribbon from old (even broken) toasters or 
floor heaters is a good bet. 

Follow me as I build a wire coil for dynamic braking. 
First, find and begin dismantling a toaster or floor 
heater. You want that portion of the nichrome wire (or 
ribbon) that normally gets red hot in use. In a two-hole 
toaster (takes only two pieces of bread), there are four 
grids, one for each side of both pieces of bread. In the 
floor heater, the ribbon is usually bent around porcelain 
standoffs, and runs back and forth across the length. In 
either, carefully separate these areas from the rest of 
the components and housing. (Do I need to remind you 
to unplug these appliances first?) 

In the toaster, look carefully at the way the grids are 
wired to each other. Are they just one long strand of 
nichrome? Or are two or more of them arranged in 
parallel? 
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Now what? Toasters and floor heaters are usually 
rated about 1,200 watts at 120 volts. Amps equals 
watts divided by volts. Thus, the current is 10 amps. If 
the toaster’s four grids are connected in series, each is 
rated at 300-watts at 30 volts. In the floor heater, half of 
the ribbon represents 600 watts at 60 volts. What’s 
needed in the dynamic braking coil? If your vehicle’s 
motor voltage has dropped to 1 5 volts, one toaster grid 
(or 1/4th the heater’s ribbon length) represents, at 10 
amps current, about 150 watts of heat. This is probably 
a good braking effort. Try doubling this amount in 
series (or half the windings in the toaster or heater) for 
your first test. A braking effort that’s too soft the first 
time you test it is better than one that’s too hard I Adjust 
accordingly. Duplicate the process for R2. 

Once you’ve succeeded in finding the correct length, 
shape the nichrome into a more manageable size. If it’s 
nichrome wire, form it around a small, hard object, the 
thickness of a AA battery or larger. If you’re using 
nichrome ribbon, shape it into a zigzag shape with 
needle nose pliers. Bend the ends of the ribbon at a 45 
degree angle to itself to make 90 degree turns. Pinch 
the bent ribbons ends between large diameter washers 
to secure it to the contactor posts of K4 and K5. 
Position the resistor in a heat-dissipating airflow, away 
from anything that can melt or burn. 



Avoid DeMag Currents 

PM motors have demagnetization ratings. Expressed in 
amps, this is the amount of current that will cause the 
magnets to lose their magnetism — when working as a 
motor OR a generator — PERMANENTLY! The demag 
rating is usually about 4 times the continuous rated 
current at design RPM. Your dynamic braking circuit 
should never allow this kind of current to flow for more 
than a second! 

Despite the sinister aspect of demag currents, PM 
motors can, in small vehicles at low speeds, be safely 
shorted out! Really, it’s a common technique! In this 
case and for this circuit, then, resistor R2 could be 
eliminated, with relay K5 simply bypassing resistor R1 . 
If experimenting suggests that this will work for your 
vehicle, substitute a slowblo fuse for R2 rated at the 
demag current value. 

Access 

Michael Hackleman, PO Box 63, Ben Lomond, CA 
95005. Or c/o Home Power Magazine. 

Relay (K1). 2PDT, P&B, 12V coil (.25A), 25 amp 
(contact) rating, 240VAC. RL8951 is $9.95 from C & H 
Sales, 2176 E. Colorado Blvd, Pasadena, CA 91117. 

Relay (K2)12V contactor is standard automotive (old- 
style) starter motor solenoid. Check your auto store 7^ 



With The Wattsun^” Solar Tracker 
It's H igh Noon From Sunrise To Sunset 




This simple, 
patented tracker 
keeps your PVs 
precisely fixed on 
the sun. The result: 

40% More Power. 

Unlike passive 
trackers, it contains no 
freon that might harm the 
environment and works 
reliably in cold and windy 
conditions. Array sizes from 
2 to 24 panels. Quality 
anodized aluminum 
construction. Limited Ten year 
warranty. W rite or call for free literature. 



Things that Work! 
tested by Home Power 



II 



WAirSUN 



ARRAY TECHNOLOGIES, INC. 

P.O. Box 751 
Albuquerque, NM 87103 
Tel: (505)242-8024 
FAX: (505) 242-2863 



Brasch Labs 

camera ready 
b&w 

3.5 inches wide 

4.5 inches high 
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WORLD POWER TECHNOLOGIES 
camera ready 
7.125 inches wide 
3 inches high 



DISCOUNT PRICING 

• INVERTERS. From the Heart Interface FREEDOM Series, 
choose 700W, lOOOW, 2000W, or 2500 Watts. All models have 
integral fan for 100% duty cycle plus a MUCH higher surge 
capacity. All come STANDARD with a built-in battery charger. 
Remote panel and other accessories are available. 

• POWER CONDITIONERS. Provides pure sine wave 
regulated power to computers and peripherals, satellite 
equipment, and other sensitive electronics. Simply plugs-in 
between your existing inverter (any major brand) and the load. 
Sizes are llOVA, 210VA, 420VA, 650VA and larger. 

• COMPACT FLUORESCENT LIGHTS. These 
modern lights cut energy usage WAY DOWN. Screw-in direct 
replacement of 60W, 75 W, and 90W incandescent equivalent. 
Operating temperature is 0 to 140 degrees E. 

The Generator Outlet, Inc. 

(404) 564-1441 

319 Sassafras Lane, Lilburn, GA. 30247 



FRAN-MAR Alternative Energy 



Photovoltaic • Wind • Micro-Hydro 

System Design, Consultation & Installation 

Complete Line of Products 
At Competitive Prices! 

Frank & Mary Musacchio 

Box 163E, Babcock Road, Camden, NY 13316 

315-245-3916 



New York State’s A.E. Dealer 







NEW COMPACT 
FLUORESCENT 
LIGHTING 

Specifically for electronic 
ballasts. We can provide you 
with: 

Attractive lighting for the home 
AC as well as DC 

Edison base retro-fits for quick installations 
Lighting kits to build your own 
A large selection of lighting glassware 
Custom built lighting 
M ade in the U .S.A . with a one year 
warranty 
• Other products: 

SIEMENS • SOLAREX • TRACE 
SUN FROST • POWERSTAR • AND 
MUCH MORE 
DEALER INQUIRIES WELCOME 

F or more information please write or call 

RD 3B0X 312, PUTNEY, VT 05346 
(802) 722-3704 



Home Power #42 • August / September 1 994 



61 










Independent Power Providers 



Independent 

Power 

Providers (IPP) 

Don Loweburg & Bob-0 Schultze 

R enewable energy will first 
supplement, then replace 
conventionally-fueled power 
plants. As this happens, it is inevitable 
— and desirable — to have the majority 
of RE systems intertied with the existing 
power grid. While nothing will stop the 
progression toward safe, sane, and 
cleanly produced energy, how the 
utilities pay for the power generated by 
these small, user-owned RE facilities 
can either encourage or retard their 
development. 

The Case for Intertie 

In most regions, the best model for full utilization of 
renewables has many small rooftop PV arrays, 
backyard wind towers, and small hydroplants 
producing and consuming electricity in a localized area. 
There are great advantages both to the consumer and 
to the utilities with this scheme. For the utilities, 
transmission losses and line upgrades are minimal. 
Power wheeling and bringing generators on-line for 
peak load periods can be greatly reduced. The 
environmental considerations and huge capital 
expense associated with bringing new generating 
facilities on-line are no longer the utilities’ problems. 
For the consumer, owning your own RE system can 
lock-in your long-term electrical expenses and provide 
a uninterruptible power supply when the utility grid 
goes down. An RE system will increase the value of 
your home or property. Producing your own power 
using RE is one of the best things you can do for our 
environment. Grid intertie eliminates most of the need 
for batteries, the least environmentally benign part of 
an RE system. 



Selling your Power 

Utilities, by federal law (PURPA 1979), have to buy 
your excess electricity. However, they use many 
different methods of payment for user-generated 
power. The method used depends on how much (or 
little) they want your power, how environmentally 
conscious or politically correct the utility wishes to be, 
and, in the case of an investor-owned utility, how they 
perceive IPP-owned RE systems affecting profits. 
Many utilities are extremely conservative monopolies 
and bureaucratic nightmares. Be patient, it may take 
awhile to work through the chain of command. Do your 
homework. Be ready to explain that your PV or wind 
system produces power on-peak when the utility needs 
it the most, unlike the larger IPP hydro models that they 
are familiar with. 

Methods of Payment • Straight avoided cost 

This is the least desirable and least IPP friendly 
method. It is a two meter system where you buy all 
your electricity at the going rate and sell all the output 
of your renewable sources at the rate that the utility 
claims it costs them to produce power, usually around 
2$ per kiloWatt-hour. It is a port over from mid-size IPP 
hydro systems and is totally unsuitable as a basis for 
payment for power generated by IPP solar or wind 
systems. Any utility using this method is telling you two 
things: 1) we don’t need or want your power and 2) the 
environment be damned, we’re here to make money. 

• Net Billing 

With this method, power generated is paid for at the 
same rate as power consumed. Usually metered by a 
single bi-directional counter which runs backwards 
when generation exceeds demand. This is the best 
scenario from the IPP standpoint. It encourages 
independently owned RE generation and is the system 
used by utilities with an environmental consciousness 
and/or those who are looking into the future. 

• Net Billing to Parity 

Under this scheme, RE generation is paid for at the 
same rate as power consumed until there is a surplus. 
Any excess power fed back to the utility is paid for at 
the avoided cost rate. A single bi-directional meter can 
be used and read monthly just like any other meter. To 
be completely fair, a once a year accounting and 
“settling up” would average out the sunny or windy 
months with those when the user is consuming more 
power than they are generating. While this scenario 
stops short of encouraging IPP generators, at least it 
doesn’t discourage them from producing their own 
power. The utility gets to keep a customer and make a 
profit on excess generation. In the case of PV and 
many wind installations, the excess only comes during 
peak load periods when their power generation costs 
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are highest. Where the utility must buy power off the 
grid on-peak, excess PV and wind generation saves 
even more than average avoided cost. 

California Update - SCE’s Offgrid Program 

As reported in HP #41 , a number of requirements were 
added by the California Public Utilities Commission 
(CPUC) to Southern California Edison’s offgrid PV 
program. In addition to added compliance supervision 
by the CPUC, the requirement to conduct a market 
survey is probably the most important single item. It will 
provide a baseline by which the promises and claims 
made by Edison will be evaluated. Edison has 
contracted with Neos Corporation of Colorado (Neos 
describes itself as doing a lot of work for various 
utilities) to do this study. The study will attempt to 
quantify current and potential PV users as well as 
offgrid service providers in the Edison service area. It’s 
important that this information be accurate and 
complete. Neos has been provided with a list of 
California IPP members. We are happy to note that 
Home Power will be doing a survey as well. Look for 
the survey form in this issue between pages 1 6 and 1 7. 
Home Power alone is bearing the costs of this survey 
and the results will be published when complete. 
Please do your part by taking a moment to fill in the 
form and send it in. While the survey is national, your 
response is especially important if you live in the 
Southern California Edison service area. Can we trust 
the giant investor-owned utility to present their data in 
an accurate and unbiased manner? As a check on 
SCE’s survey. Home Power’s results in Edison’s area 
will be made available to the CPUC. 

Details of the SCE Plan 

In early June, I (Don Loweburg) attended a standards 
workshop hosted by Edison. At this time, they 
presented details of the systems they want to provide 
for offgrid customers. Because these systems must 
meet National Electric Code standards, “listed” 
components will be used when available. Specifically 
these include PV modules, inverters, panel boards, and 
safety disconnects. Installers will be required to be 
licensed California contractors, either general electrical 
(C-10) or solar (C-46) with PV experience. Given the 
market being addressed here, these are reasonable 
requirements and IPP can support them. We wonder 
about some other aspects of the program, however. 

First, system sizes will be with arrays of 1 kW or larger 
peak power output. Now, from our combined 
experience of over twenty years in the field and 
thousands of PV systems, these are jumbo systems. 
The most commonly installed PV systems are 12 
modules or less having a peak output of 600-900 
Watts. 



Second, every system we do is custom. Is there a cost- 
benefit for tracking? Does the site or customer’s 
electrical needs lend itself to some hybrid of PV, wind, 
or hydro systems? Is the best site for the PVs not a 
good place for the batteries and controls? In contrast, 
none of these concerns will be addressed by the SCE 
“auditor” who specifies the system. SCE literally 
perceives these systems as “power in a box” type 
installations. One SCE engineer said they should be 
“easily deployable and removable in a day”. 

This utility is out of touch with the needs and lifestyles 
of the offgrid community. It should be no surprise that 
nothing in Edison’s program so far speaks to customer 
education about load reduction and conservation. 
What’s the net result of a program like this? To Drive 
up the cost of a PV system! Short term profit for a few 
in the PV industry, a healthy bottom-line for Edison’s 
investors, and the public will be led to the conclusion 
that PV costs too much. This, in turn, will lead to less 
deployment of photovoltaics and we all lose in the long 
term. 

Co-op vs. Investor Owned Utilities 

We’ve been asked, “what’s your beef with utilities?” 
Before that question can be answered, we need to 
make a distinction between kinds of utilities. Co-ops 
and municipal utilities are in a special class. They have 
elected boards and are created to serve as “not for 
profit” service providers for their communities. While 
they may need some education as to the untapped 
potential of IPP owned and operated renewable energy 
systems, there is no pressure to protect and increase 
profits for their investors. These elected boards must, 
sooner or later, reflect the wishes of their constituents 
in any move toward a renewable energy policy. On the 
other hand, lOU’s (Investor Owned Utilities) are “for 
profit” monopolies serving the interests of their 
investors. They make money from ratepayers. IPP 
members, those of us in business, make money from 
customers too. The issue is, we don’t think it’s right to 
have to compete with monopolies in a market that we 
have developed. Keep in mind that, until now, Edison 
refused to serve offgrid folks except by unbelievably 
expensive line extensions or not at all. Many offgrid 
homeowners were told that PV simply doesn’t work. 
Nor can we trust them to develop these new 
technologies past the point where it increases profits. 
Environmental concerns or “externals”, as they are 
known within the power industry, are simply not a 
concern except as they apply to offsetting the pollution 
clean-up costs of traditional electrical generators. At 
the same time, don’t forget that IPP-owned PV, wind, 
and other renewables offer the end user, whether 
offgrid or grid-connected, the possibility to bypass the 
utility entirely or eliminate the monthly power bill. This 




Home Power #42 • August / September 1 994 





Independent Power Providers 



potential loss of income or “turf” is the topic of a great 
deal of discussion within the utility communities! 

For IPP Members 

This summer we will be incorporating. We need 
nominations for officers and donations for legal 
expenses. Start thinking about it now. We plan to 
spend some time on this at SEER ‘94 in Ukiah. 

We are being asked for installer referrals more and 
more frequently. This is a major service we plan to offer 
to the public. Lead installers will need to be qualified 
licensed contractors who may head up regional teams 
to offer quality installations of all types of renewable 
energy systems. If you are “in the biz”, licensed AND 
qualified, this is a good opportunity for referrals. If you 
are experienced and qualified but unlicensed, we’ll try 
to put you in touch with a licensee in your area. An 
infrastructure is in place in California but we want to be 
a national clearinghouse for renewable expertise and 
experience. 

Access 

National: Bob-0 Schultze, Electron Connection, POB 
203, Hornbrook, CA 96044 • Fax/Phone 916-475-3401 

California: Don Loweburg, Offline Independent Energy 
Systems, POB 231, North Fork, CA 93643 • 209-788- 
7080 ^ 



FOWLER SOLAR ELECTRIC 

226 Huntington Road PO Box 435 
Worthington, MA 01098 
413-238-5974 



the 

SOLAR 
ELECTRIC 
INDEPENDENT 
HOME book 



$16.95 plus $2 UPS 

(includes our $3 catalog) 



This is the most popular book for PV remote 
homes. It is written and published by 
Fowler Solar Electric Inc. 

“Best all around book on wiring your PV 
system.” 

1991 Real Goods Sourcebook 
“Our favorite book for Do-It-Yourselfers.” 
Windy Dankoff, Flowlight Solar Power 
“This should become the bible for alternative 
energy users.” 

Ken Cox, President Trace Inverters 



Send $3 for our 64 page catalog and product guide 



We have West Coast mail order pricing with the reliability and 
courtesy of a family owned New England business. Since 1981. 
We live with and use the products we sell and design. 



Best book, most user friendly catalog, 
and best kits in the business. 



Servel/Dometic Gas Refrigerators. Trace Inverters. Trojan 
Batteries. Siemens, Kyocera, and Solarex PV modules. 
Osram Bulbs. Thinlite Fixtures. Aquastar Hot Water Heaters. 




Hutton Communications 
camera ready 
black and white 
3.6 inches wide 
4.5 inches high 



CA Lie. #661052 
Our Eleventh Year Offgrid! 

We will meet or beat any other company’s prices. 
We provide excellent service and technical support. 

Solar Electric Home Workshop October 2 — $35 
Call or write for more information. 

Residential Power 
Water Systems • Phones 
All Major Brands • Wind • PV • Hydro 
Custom Design • Installation • Mail Order 

CALL (209) 877-7080 

located in the central Sierra, 
near Yosemite 



OFFLINE 

P.O. Box 231 
North Fork, CA 
93643 



We’ll Send You Our 

CATALOG 

for 

$3 
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THE NEW BERGEY BWC 850 WIND TURBINE 




With an output of 850 watts at a wind speed of 28 mph, the BWC 850 incorporates all the design features 
that have made Bergey wind turbines the standard for quality and performance throughout the world. 

Featuring BWC’s patented POWERFLEX® composite blades, the BWC 850 rotor system provides three 
blade smoothness and power. The AUTOFURL™ system protects the turbine in high winds through a 
unique combination of aerodynamic and gravitational forces without the need for springs or brakes. 

The BWC 850 offers traditional Bergey quality at the affordable price of $1795.00 (24v), including the 
special VCS-850 battery charge controller. Other 

voltages, towers, and auxiliary equipment are also — T7TXN 

avaiiLle. BERGEY WINDPOWER CO., INC.' 

Call or write for more Information about the BWC Priestley Ave^, Norman OK 73069 

850. Or ask about our world class 1 .5 kw and 1 0.0 Telephone. (405) 364-421 2 

kw wind turbines. I Fax. (405) 364-2078 j 



Fl^ ELECTRiaTY 

All Day and All Night! 







CHARGE5I 

CONTROLLER 




SOLAREX 



System shown enlarged for detail. Actual system can 
be as sm^l as one deep cycle battery and one solar module. 



IT IS NOW POSSIBLE AND COST EFFECTIVE TO POWER YOUR 
REMOTE HOME/CABIN OR RV WITH DIRECT CONVERSION OF 
SUNLIGHT TO ELECTRICITY! Depending on the size of your Solar Electric 
System it would be able to power all of these appliances and the electricity would be 

PRFF * 

DC Loads AC Loads with inverter 

* Lights ’Television ’Water Pumps ’Microwave Ovens ’Dishwashers 

’Ceiling fans ’Stereos/cassette players ’Power Tools ’Wash Machines ’Irons 
’Evaporative Coolers and many more! ’Vacuum Cleaners and many more! 



Whatever your power needs, an economic solar electric system can meet them - today and for many years 
to come. Call or write SUNLIGHT ENERGY today for complete system design information.... 



SUNLIGHT ENERGY CORPORATION 
4411 W. Echo Lane Dept. H 
Glendale, Arizona 85302 
(602) 934-6492 . 

800-338-1781 L 




HIGHQUAIJ1Y 
MOUmiNG S1RUC1URES 

ID P-OF-POLE MOUNTS 
SIDE-0 F-POLE MOUNTS 
ROOF/GROUND MOUNTS 

BATIERiT BOXES AND 
CUSTOM SrSIEM 
ENCIDSURES 

— Short Lead limes — 

Sold through distributors nationwide 

Call 1-800- 260- 3792 for 

more information 



DIRECTPOVtiER & V\A1ER C ORPORAHON 

3455-A Princeton NE 
Albuquerque, New Mexico 87107 
Phone (505) 889-3585 Fax (505) 889-3548 



LO VOLT LIGHTING 
camera ready 
6.9 inches wide 
2.2 inches high 
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Solar Heating Basics 

Part Two — Storage 
of Solar Energy 

Tom Snyder 

©1994 Tom Snyder 

T he amount of energy we receive 
from the sun in one day far 
exceeds what we can use. One 
simple solution to use this excess 
energy is store it. With photovoltaic 
modules or a wind generator, we store 
this surplus electricity in a battery 
system. With a solar panel, we store 
sun-heated water or air in a storage 
tank of water or rocks. 

In Home Power #40 I described the basic solar heating 
panels — air and liquid — and how a DIY might build 
their own. But, solar panels without a storage system is 
like an electric car without batteriesi In this article I will 
simplify some storage methods, present common 
pitfalls to avoid, and describe one of the cheapest and 
best methods I have ever used for storing heat in a 
tank of water. 

Typical materials commonly used for storage of solar 
heat are those with a great amount of mass, such as 
cement, rocks, or water. Cement is usually only used in 
passive solar designs, while rock and water is used in 
active systems. 

Rocks 

If there is any doubt about rocks or cement storing 
solar heat, just feel a 300 pound boulder or a cement 
slab on a sunny afternoon. The ability to store heat is 
referred to as a substances’ specific heat, and both 
water and rocks have a high specific heat because 
they have a large mass. During the early 1970’s solar 
companies tried to develop a storage system using 
rock. A few of the biggest problems: 

1. The amount of material was enormous! In some 
cases half the basement stored solar heat. 

2. Moving heated air from the panel through the rock 
required the rock to be small, like pebbles, for more 
surface contact with air. 



3. When house air was blown through the rocks to 
distribute the heat, this cooled the rocks and created 
the biggest problem — condensation and mold. 

In this area of Iowa, few such storage systems were 
installed. One reason is that water stores more energy 
per pound.than any other substance (more specific 
heat) and doesn’t take as much room in the basement, 
and second, no mold. 

Water 

Using water for storage of heat has many benefits. One 
of the best is that we can use this heat year round — 
you can take hot showers, as well as heating your 
home! Year round use is one of the economic reasons 
used to justify solar panels. 




Figure A: Glycol heating with heat exchanger 



Storage systems — pressurized or unpressurized 
Pressurized 

Domestic hot water (DWH) systems usually have a 40 
to 52 gallon tank that is heated by natural gas or 
electricity. This is connected directly to the 
incoming.water supply as shown in figure A. This tank 
can be heated by a solar panel with a heat exchanger, 
either on the outside or inside the tank. The tank is still 
under pressure just like the original DHW. Figure B 



Cold supply 



Hot water 



In 

Out 

From solar 
panels 

Figure B: Solar preheater 



Gas/Electric 
Domestic Hot 
Water 



66 



Home Power #42 • August / September 1 994 



Solar Heating 



shows how more than one tank can be installed if 
space is available. For space heating as well as DHW, 
many tanks can be connected, but it does require a lot 
of time and planning. I have installed two heating 
systems this way, and would recommend using the 
unpressurized method. 

Unpressurized 

Figure C shows a tank of water (usually 250 gallons or 
larger) with a copper coil suspended in the top third for 
preheating the DHW. For one method on how to use 
the solar panels to heat this tank, consult HP#34. You 
can also use wood to heat the tank of water via a 
fireplace or woodstove! (HP#24 and #35). Figure C 
shows a typical system using solar and wood for both 
DHW and heat. 



Hot water 




Figure C: Solar and wood for water and space heat 

I believe that there is always a better and cheaper way 
of doing things. In some cases storage of solar heat 
was the second highest cost on a solar job. In one 
installation I saw, half the cost was in the storage tank 
alone. If the tank was labeled for solar storage, it could 
be $10 a gallon! These tanks were usually plastic of 
some type and were sometimes made in parts that 
could be assembled in the basement. Potential leaks 
did become a major problem. 

A second choice for unpressurized storage systems 
that I liked was a wood box (yes, w-o-o-d) with a 
synthetic rubber lining made from EPDM. The idea is to 
keep the height at four feet (standard lumber 
dimensions) which also keeps the height of the water 



within reason. The wooden box is six foot long by 4 
foot wide and constructed with 2x4 timber on 16 inch 
centers. The sides and bottom are insulated with 
fiberglass, and finished with 1/2 inch plywood with 3/8 
inch bolts. The whole box is banded with 1/2 inch metal 
used by lumber yards to band together shipments of 
lumber on semis. 

The EPDM liner is the same material used for 
seamless flat roofs on school buildings in the midwest. 
It is thick, durable, and has no temperature limit. The 
tank temperature can reach 210 degrees, you know! 
This was a rea! neat method unti! the cost of EPDM 
went out of sight. The cost of EPDM went from $1 a 
square foot to over $5 a square foot (approximateiy 
$200 to $1000). One soiar job ! just inspected a week 
ago had 1 500 gaiions of water in a wooden tank with a 
heavy swimming poo! !iner. This iiner has one warning: 
iimit 180 °F! 

My finai, cheapest, most durabie, and futuristic method 
is used stainiess stee! buik miik tanks. Most of my 
systems became affordabie and totaiiy troubie free 
using these tanks. Farmers have many reasons for 
repiacing 200-300 gaiion tanks — they need a iarger 
size, or the externa! coo!ing unit ieaks freon — but 
never because the insuiated tank ieaks. These tanks 
are insuiated, have iids that aiiow working in the tank, 
and have a hoie in the top for instaiiing ai! the piumbing 
from the soiar paneis, DHW, and heating system. 
These tanks are avaiiabie from approximateiy $1 to $2 
a gaiion, used, from miik farmers in Iowa. They are so 
indestructible and neat looking, I suspect they will be 
recycled a third time as a hot tub. 



I I 



Center hole for solar or wood 
hot water pipes 



Drain 

valve 



r 



Approx. 275 gallons 

Adjustable legs 



Figure D: Typical stainless steel bulk milk tank 



As a parting thought: One customer looked at the bulk 
milk tank and got a concerned look on his face. Heat 
rises, right? Well, all the insulation is on the sides and 
bottom of this tank, right? How do we keep the heat in 
on the top? I suggested he turn the tank over! 

Access 

Tom Snyder, c/o iowa Renewabie Energy Association, 
Dyersviiie, lA 52040 • 319-875-8772 
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ENERGY OUTFITTERS 

Alternative Energy Systems and 
Components for the Pacific Northwest 

SIEMENS • HELIOTROPE 
TRACE • SOLARJ ACK 

HARRIS HYDRO • PEERLESS-PREMIER GAS 
RANGES • DANBY GAS REFRIGERATORS 

Stop by our store at 

136 S. Redwood Hwy. POB 1888 
Cave Junction, OR 97523 

1-800-GO-SOLAR (800-467-6527) 





PORTABLE 
POWER 
PAC" 

“Sunsational" 
Three-Pee! ... 

PV controller, 
power center, 
rechargeable 
battery, all in 
a compact case, 
ready to run, 
ready to go! 

Run your computer system, communication 
equipment, music system, video camera, small 
color TV. ..for hours with PV array attached. 
Also runs and recharges on the road with 
supplied auto power cord. 

• Built-in PV regulator keeps 7 amp-hr 
battery at optimum charge/voltage level. 

• Battery capacity meter monitors system. 

• Dual 12 VDC input/output power plugs. 

• Allows use of 100-200 Watt AC inverters. 

• Compact 3" x 6" x 11" case. 

• An 8-lb renewable power supply system. 

Delta One 

A TETRA Company 
3232 W. 16th Avenue 
Eugene^ Oregon 97402 



C omplete specifications & 
shipping info on request. 
Cost $295 + shipping, 
U.S. fundsy prepaid. 



Let the sun move 
your tracker! 

TRACK RACK™ our passive solar tracker, uses 
fluid-filled tubes that follow the warmth of the sun 
and move your photovoltaic modules for you! 

• Gain 20 to 55 percent more power 

• Savings equal to 3 extra modules a year 

• No batteries or gears to replace 

• No electronics or motors to fuss over 

LIFETIME WARRANTY 

Prompt Delivery • Fixed Racks Also Available 
Call for your nearest dealer 

1-800-279-6342 



Double your outdoor ^ I ^ c I I ^ 
battery life with ourvUUL LCLL 

Passive T emperature Regulating Enclosure 



ZDMBA/ORI^ C ORPORAHON 

1011 Sawmill Rd NW, Albuquerque, New Mexico 87104 USA 



THE RUTLAND WINDCHARGER 

Ideal for stand-alone or connbined wind/solar systems, the 
Rutland gives 1 Amp at 10 mph and 6 Amps at 22 mph. 

The Rutland Windcharger'sfine profile aerodynamical ly 
efficient blades and unique low friction generator 
ensure maximum performance from its 910mm (36" 
diameter turbine. 

Manufactured in theU.K. and available in N. America from 

Trillium Windmills Inc. 

Campbell Road, RR #3 
Orillia, Ontario, Canada, L3V 6H3 
Tel: 705 326 6513 Fax: 705 326 2778 

An Inventory of all Rutland Windchargers is held in our Buffalo Warehouse 

Dealer Enquiries Welcome 

Please contact M arlec for details of your country's distributor if outside North America. 

Engineering Co. ltd. 







Rutland House, Trevithick Road, Corby, 
Northants, NN17 1XY England 



One of the world's 
leading wind powered 
battery chargers proven 
by over 15,000 
customers worldwide 



Powerhouse Paul's stream Engines'” 

Small ScaleWater Power Equipment 

FIRST TO MARKET: 

- Small Turgo Turbines - 

- Low Head High Flow Machines- 

- Induction Generators - 

- Brushless Alternators - 




IN BUSINESS SINCE 1980 
- operates on heads of 4 feet to over 400 
Battery voltage or high voltage for long distances 
Pel ton and turgo turbines runners sold separately 

ENERGY SYSTEMS & DESIGN 

P.O. Box 1557, Sussex, N.B., Canada EOE IPO 
506-433-3151 
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Kansas Wind Power Low Prices "Since 1975" 



We have been helping folks save 
money on renewable energy equipment 
for many years. Our catalog lists most 
items shown in this ad along with 
hundreds of more items. 

Limited — Super Low 
Prices on Inverters and 
Amp Hour Meters 

Best Buys on efficient 

Sun Frost Refrigerators 



Model RF12: 

AC $1640 DC $1720 

New — wonderful — DC 

Compact Fluorescent Lights 

DC Permanent Magnet Motors 

at bargain prices. Great for fans, 
pumps, shop tools, small electric 
vehicles, etc. 

Sun-Mar compost toilet 

New Model, AC/DC, No Water needed $849 



Special 



$26 

Plus $4 
shipping USA 



Wind Power for Home & 

Business/Renewable Energy for the 1990’s 
and Beyond by Paul Gipe A $35 value 

Solar Electric Modules 
Wind Generators 

New & Used 

see catalog for more info 



SUN 

OVEN /CW^ 

$135 plus 

$20 shipping to 
48 States 

Bake bread, roasts, fish, chicken, casseroles, 
grains, vegetables, beans. 350 °F $200 value 

Windmill Water Pumper 
^ Catalog $5 

TW Windmills • Pump Jacks 
' ' 'n, ^ Towers • Hand Pumps 

Cylinders • Leathers 

Fresh homemade 
flour & corn meal! 

The Kitchen Mill makes 

fine flour fast & easy. 

1 .5 cups per minute. jl 

Large capacity. Can 

run all day. Mills all . 

grains, oat, beans, ^ [ 

corn, rice, popcorns, 

barley. Self-cleaning ^ 

milling chamber. 

120 volt AC/DC, 10"x8"x6" 

Made in USA, 5 year warranty. $250 value 
$9 ship to 48 States 

Very popular Sale $1 95 



Send $4 for catalog of 

I Independen 
h|b Power 

Systems & 



Kansas Wind power 



Independent 
Power 
Systems & 
Energy 
Saving 
Products. 



L ENGINEERING j 
Inverters 

• sold here for over 8 years • 

Newest models are highlighted 



Model 


Watts 


Volts 


Charge 

Amps 


812 


800 


12 




812SB 


800 


12 


25 


724 


700 


24 




724SB 


700 


24 


12 


DR1512 


1500 


12 


70 


DR1524 


1500 


24 


35 


U2512 


2500 


12 




U2512SB 


2500 


12 


120 


U2624 


2600 


24 




U2624SB 


2600 


24 


60 


U2232 


2200 


32 




U2232SB 


2200 


32 


45 


U2536 


2500 


36 




U2536SB 


2500 


36 


40 


U2548 


2500 


48 




U2548SB 


2500 


48 


30 


M1512 


1500 


12 


70 


U2512RV/M 


2500 


12 


120 


U2624RV/M 


2600 


24 


60 


U2232RV/M 


2200 


32 


45 


SW4024 


4000 


24 


120 



Shown below are 
4000 watt sine wave & 
low cost 1500 watt inverters 



Contains: Solar Electric Modules • Wind Generators, 
towers • Wind Measuring Instruments • Hydro Electric 
• Charge Controllers • PV Mounts, Trackers • Meters, 
volt, amp, amp hour, watt hour • Batteries, lead acid, 
NiCad, NiFe • Circuit Breakers • Fuse Boxes • Battery 
Chargers • Auto Transfer Switches • DC Motors new 
& used • 12 volt Power Drills • DC Water Pumps • 
Survival Pocket Tools • Hydraulic Ram Pumps • 
Inverters • DC & AC Lights • Sun Frost Efficient 
Refrigerators «SERVEL Gas Refrigerators • Propane 
Lights • Gas Space Heaters (non-electric) • Fans • 
Evaporative Coolers • Solar Water Distillers • 
Tankless Water Heaters • Wood Fired Water Heaters 
• Solar Cookers, Books, Plans • Grain Mills, hand & 
electric • 12 volt Bed Warmers • Fence Chargers • 
Gate Openers • Composting Toilets • Low Water 
Toilets • DC Electric Garden Tractors 





DEALER INQUIRES INVITED 



Kansas Wind Power 

Route 1HP41, Holton, KS 66436 “Since 1975” 913-364-4407 










Things that Work! 



Solar 



Things that Work! 
tested by Home Power 

Bob-0 Schultze KG6MM 

©1994 Bob-0 Schultze 

W indy Dankoff’s solar pumps 
have been around for 
years.Since 1983, the 
Slowpump™ has been providing PV 
array-direct water pumping in countries 
all over the world. Not only have these 
pumps stood the test of time, but small 
changes have made them even better. 
Maybe we should call this Things that 
Keep Working! 

Packaging and Documentation 

The pump arrived via UPS in a white (bieached) 
cardboard box weli padded with oid newspapers. The 
instaliation and troubleshooting manual is designed to 
apply to all models of the Slowpump™ and the 
Flowlight® Booster Pump as well. The manual is well 
laid out with lots of subheadings and large type to 
make it easy to read and quick to find things. Several 
drawings illustrate typical pump installations and the 
section on plumbing and mounting the pump is very 
good. The electrical section covers the basics, but 
diagrams or electrical wiring schematics are sorely 
lacking. 

My favorite part of any owner’s manual is the “when 
things go wrong” section. Windy’s troubleshooting 
section is excellent. From water supply to filtration to 
electrical problems, if it can go south (or north, if you’re 
down under) and there’s any chance at all of the user 
fixing the problem, it’s in there. Well done. 

The Product 

Windy’s Slowpump™ uses a high efficiency DC motor 
(ac available) coupled to a precision vane-type pump. 
The pump is NSF® approved for drinking water. The 
close tolerance of the vane pump and the wide 
variance of acceptable input voltage is what makes the 
Slowpump™ work so well in a PV direct application. 
Even during low light levels when the motor is turning 
slowly, a small amount of water can be pumped. In 
bright sun with a properly sized array, volumes of over 






240 gallons per hour (GPFI) or heads of over 400 feet 
can be achieved. There are eight pump sizes, two 
motor sizes, and three voltages available. The trick is 
proper pump/PV array sizing to your site and situation. 
Nobody does this better than Windy, but many dealers 
are very competent to help you size a pumping system 
correctly and avoid some of the pitfalls associated with 
fusing, wire and pipe sizing. 

The Slowpump™ has several on board safety features. 
A thermal overload switch is installed in the pump 
motor and protects the motor from overheating. A small 
intake screen is installed in the intake port of the brass 
pump head. It’s purpose is to catch any material that 
may flake off your intake pipe or be introduced during 
installation or servicing. This screen is not designed to 
be the primary filter for the pump intake. Given the 
extremely close tolerances of the vane pump, unless 
your water supply is always crystal clear, external 
filtration is required. 

Windy offers several options for the Slowpump™ 
including several filter packages, an intake screen/foot 
valve, and a dry run switch which will shut the power to 
the motor off in case of pump overheating due to lack 
of intake water. 

The Test 

We tested the model #2507 24 VDC Slowpump™. Our 
test site had water in a small creek being lifted 42 feet 
through 1 1/2 inch PVC pipe to several large poly 
holding tanks. Power to the pump was supplied by two 
Kyocera K-51 PVs wired for 24 VDC on a Zomeworks® 
two panel Trackrack™. A Sun Selector® LCB-3M-T 
located at the pump optimized the current/voltage of 
the PVs to the Slowpump™. We used a gate valve and 
Weiss 0-30 and 0-100 PSI gauges on the pump’s 
output to simulate head at various pumping pressures. 
Since our PV array wattage was limited, we also used 
a set of 65 Amp-Hour gel-cell batteries to test the flow 
rate and wattage draw at higher simulated pressures. 
We discovered that the manufacturer’s GPM / Watts 
figures were taken at the higher PV array-direct 
voltages (30 VDC) and the pump GPM output is 
reduced by 10-15% at typical battery voltages. 
Although nothing is claimed either in the manual or the 
promotional literature about this, the manufacturer 
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states that this is normal and expected with battery 
operation. 

Flowlight SlowpumpTest — Model 2507 

Battery Supplied 



Pressure 
in PSI 


Head 
in feet 


Gallons 
per min. 


DC 

Amps 


DC 

Volts 


DC 

Watts 


5 


11.6 


3.50 


1.33 


24.7 


32.9 


10 


23.1 


3.40 


1.76 


24.6 


43.3 


15 


34.7 


3.30 


2.14 


24.6 


52.6 


20 


46.2 


3.20 


2.53 


24.5 


62.0 


25 


57.8 


3.10 


2.53 


24.4 


61.7 


30 


69.3 


3.00 


3.33 


24.4 


81.3 


35 


80.9 


2.90 


3.93 


24.3 


95.5 


40 


92.4 


2.85 


4.44 


24.2 


107.4 


45 


104.0 


2.75 


4.94 


24.2 


119.5 


50 


115.5 


2.70 


5.51 


24.1 


132.8 


55 


127.1 


2.65 


5.97 


24.1 


143.9 


60 


138.6 


2.55 


6.41 


24.0 


153.8 


PV Array 
Pressure 
in PSI 


' Direct S 
Head 
in feet 


Supplied 
Gallons 
per min. 


DC 

Amps 


DC 

Volts 


DC 

Watts 


5 


11.6 


4.75 


1.66 


33.6 


55.8 


10 


23.1 


4.40 


2.02 


31.8 


64.2 


15 


34.7 


4.10 


2.29 


29.9 


68.5 


20 


46.2 


3.65 


2.62 


27.5 


72.1 




Head in Feet 



Battery PV Array Direct 

Supplied Supplied 



Conclusion 

These pumps work great. We’ve been using one for 
years and Kathleen’s gardens would be in sorry shape 
without it. No doubt many readers will be saying the 
same thing. Home Power gets a huge number of 
products to test every year, all claiming to be the best 
thing since frozen yogurt. Most of those gadgets never 
make it into print and some hardly get out of the box! 
With hundreds of pumps in operation and a track 
record that goes back to the early 1980s, Windy 
Dankoff’s Solar Slowpumps™ are doing the job and 
doing it well. It’s way past time to give this product the 
thumbs up and the title. Things that Work! 

Access 

Author: Bob-0 Schultze, Electron Connection, POB 
203, Hornbrook, CA 96044 • 916-475-3402 

Manufacturer: Dankoff Solar Products, POB 548, Santa 
Cruz, NM 87567 • Phone/Fax 505-820-661 1 




THE 



I 



State-ef-the-Art Solar Water Heac? 



PV powered, drain-back system 
U ses no ac electricity or controls 
Pre-assembled pump/heat 
exchanger module 
N 0 pressurization/evacuation 
One day installation; no special 
tools required 

10-year warranty all major parts 




Call today for complete information on our ready to install 
solar thermal, pool heating, and solar electric home power 
systems. Dealer inquires welcome. 



Solar Work^ Inc. 



64 M ain Street, M ontpelier, VT 05602 
Tel: (802) 223-7804 Fax: (802) 223-8980 



The Solar Industry 
On Mailing Labels! 

Now you can reach everyone in the photovoltaic 
market. Over 500 names and addresses of solar 
dealers and distributors avaiiabie on peei & 
stick maiiing iabeis. ONLY $99.00 

CALL NOW: (408) 996-8276 or send $99.00 
+ $5.00 S&H to: Josephson Enterprises 
19201 Phii Lane — Cupertino, CA 95014 
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Write for Home Powei\ 



Share your 

renewable energy experiences! 



Write for Home Power! 



H ome Power \s a user’s technical journal. We specialize in hands-on, practical 
information about small scale renewable energy systems. We try to present 
technical material in an easy to understand and easy to use format. Here 
are some guidelines for getting your RE experiences printed in Home Power. 



Informational Content 

Please include all the detailsl Be specifici We are less 
interested in general information than in specific 
information. Write from your direct experience — Home 
Power \s hands-oni We like our articles to be detailed 
enough so that a reader can actually apply the 
information. Please include full access data for the 
makers of equipment mentioned in your article. Home 
Power readers are doers. They want access data for 
the devices and products you mention in your article. 

Article Style and Length 

Home Power articles can be between 350 and 6,000 
words. Length depends what you have to say. Say it in 
as few words as possible. We prefer simple declarative 
sentences that are short (less than fifteen words) and 
to the point. We like the generous use of sub-headings 
to organize the information. We highly recommend 
writing from within an outline. Check out articles printed 
in Home Power. After you’ve studied a few, you will get 
the feeling of our style. Please send a double spaced, 
typewritten copy if possible. If not, please print. 

We reserve the right to edit all articles for accuracy, 
length, and basic English. We will try to do the 
minimum editing possible. You can help by keeping 
your sentences short and simple. We get over three 
times more articles submitted than we can print. The 
most useful, specific, and organized get printed first. 

Photographs 

We can work from any photographic print, slide, or 
negative. All color reproduction is best done from 
slides. 



Line Art 

We can work from your camera-ready art. We can also 
scan your art into our computers, or redraw it via 
computer. We usually redraw art from the author’s 
rough sketches. We can generate Tables, Charts, and 
Graphs from your data. 

Got a Computer? 

We would like your article on 3.5 inch computer disk if 
possible. This not only saves time, but also reduces 
typos. We use Macintosh computers. Please format all 
word processor files in “TEXT” format. We can also 
read text files on 3.5 inch IBM disks (720 KB, 800 KB, 
or 1.4 MB). Please format the IBM word processor files 
as ASCII “TEXT”. Format all Mac graphics in the EPS 
or PICT formats. Use the Helvetica 10 point font for all 
text embedded within graphics. 

Want your material returned? 

Please include a stamped, self-addressed, return 
envelope, or box. Otherwise your material will not be 
returned. 

Copyrighting 

If you request it, we will copyright your work in your 
name. Otherwise we will copyright the information in 
Home Power’s name. The copyright on your material is 
yours for the asking. 

Got any questions? 

Give us a call. This saves everyone’s time. 

Home Power Magazine 
PO Box 520, Ashland, OR 97520 USA 
916-475-3179 
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Support HP Advertisers! 



SOLAR ELECTRIC INC 
camera ready 

4.0 inches wide 
2.25 inches high 



ELECTRO AUTOMOTIVE 
camera ready 
4.35 inches wide 
3 inches high 
black and white 



Sun Frost 
camera ready 
on negative 

4.4 inches wide 

3.4 inches high 



Hitney Solar Products 
2.25 wide 

5.0 high 
camera ready 
black and white 



Advanced Composting 
Systems 
camera ready 

2.1 inches wide 
3.75 inches high 
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Consci ^ 

r^OrTSDIS Things that Work! 

■ 'W tested by Home Power 

Power Pack 



Tested by Richard Perez 

©1 994 Richard Perez 

T his new 1 2/6 Volt power pack 

goes far beyond the usual “battery 
in a box” routine. Included within 
the watertight, steel, ammo box is not 
only a battery (switch selectable for 
either 12 or 6 Volt operation), but also a 
regulator to ensure proper battery 
recharging from virtually any source, a 
1 20 vac power supply to recharge from 
grid or inverter, a low voltage DC/DC 
converter that allows the box to feed 3, 
6, 9 or 12 VDC appliances, a plethora 
or plugs/cords/adapters, and a nifty 12 
VDC light with a magnetic base. This 
portable power pack is ideal for on-the- 
go operation of radios, small TVs, video 
cameras, notebook computers, or small 
(100 Watt or less) inverters. 

Portable Power Pack Specifications 

The pack is housed inside of a steel ammunition box 
with a watertight seal. The exterior dimensions of this 
power pack are 1 2 inches long, by 6 inches wide by 7.5 
inches tall. The unit complete with all accessories 
weighs 12.5 pounds. 

The Battery 

The heart of C. Crane & Co.’s new power pack is two 6 
Volt, 7 Ampere-hour, lead acid gel cells. These 
batteries can be switched in parallel to produce 14 
Ampere-hours at 6 VDC, or in series to make 7 
Ampere-hours at 12 VDC. This allows efficient 
operation of portable appliances that may require 6 



Above: The Consci Portable Power Pack 

Volts or less to operate. Both batteries are securely 
mounted inside of the ammo can. The batteries are 
protected against short circuits with a 1 0 Ampere fuse 
accessible from the box’s operating panel. A spare 
fuse is supplied and secured by a fuse holder inside 
the box. 

The Controls 

This portable power pack has user controls that select 
recharge mode, or 12 or 6 Volt discharge modes. A red 
LED indicates when the battery is being recharged. A 
green LED indicates that the battery has finished 
recharging. A yellow LED indicates that 12 Volts is 
available for powering appliances. This same yellow 
LED blinks when the battery is becoming depleted and 
it’s time for a recharge. The user is presented with a 
single switch which selects either charge or discharge 
mode. There are two 2.5 x 5.5 mm polarized power 
plugs on the dashboard, one for input, the other for 
output. The accessories and cords supplied with the 
power pack are already wired for this miniature power 
plug. Also supplied is a female cigar lighter socket for 
discharging — very handy for plugging a small 12 VDC 
to 1 20 vac inverter into the power pack. 

Recharging the Power Pack 

One of the best features of this power pack is its ability 
to recharge from virtually any power source. Supplied 
with the power pack is a heavy duty 1 20 vac to 1 2 VDC 
at 1 Ampere power supply. This supply allows 
recharging the pack from 120 vac from either the grid 
or from an inverter. Recharge time from the 120 vac 
supply is about eight hours. Also supplied with the pack 
is a 1 2 VDC adapter cord which allows recharging from 
a car or boat (this takes 1-3 hours). The pack will also 
accept a recharge from virtually any PV module. Since 
all recharging takes place through the unit’s built-in 
regulator, there is no possibility of damaging the battery 
by overcharging or by too rapid recharging. A 
convenient green LED lets you know when recharging 
is complete regardless of the charging source used. 
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Accessories 

C. Crane & Co. supply the following accessories with 
every portable power pack: 1 20 vac recharging supply, 
DC/DC converter with six different types of miniature 
DC power plugs (for 12, 9, 6, or 3 Volt appliances), 
cigar lighter cord for recharging from an automotive 
system, a spare fuse, and a bright 1 2 VDC light with a 
slick reel-up cord and magnetic base. Everything fits 
into the ammo box with room to spare for a small 
inverter and other stuff. 

Power Pack Performance 

I have built many versions of the “battery in a box” for 
my own use. I have even written up several in Home 
Power. Nothing that I have ever constructed even 
comes close to the simplicity, ruggedness, and ease of 
operation of C. Crane’s portable power pack. If this 
were a computer I would say it has a “dynamite user 
interface”. Operation is simple and foolproof. The 
quality and finish of the unit is exceptional — far 
beyond that which any homebrewer can accomplish. 

I have powered Ham radios, general coverage radio 
receivers, a five inch B&W television, and lighting 
directly from the power pack. I have also used several 
small inverters (PowerStar’s Pocket Socket and a 100 
watt Statpower) with the pack. It works great for laptop 
or notebook computers. 



The rugged ammo box allows this power pack to be 
tossed in the back of a pickup truck and bounced over 
miles of bad road. Water, vibration, and routine abuse 
pose no threat to this unit. I’d pack it with me to the 
Andes. 

The Bottom Line 

The cost of C. Crane’s Portable Power Pack is $1 34.95 
which includes shipping inside the USA. Considering 
the quality of materials and construction, this price is a 
real bargain. Add to this the excellent packaging and 
user interface of this power pack and it is worth far 
more than its cost. I look at C. Crane’s unit beside my 
homebrewed attempts and I realize that I have been 
wasting both my time and money trying to build 
portable power packs. Bob Crane and his Crew have 
done a better job for less money than I could do it 
myself. Good Work and Thumbs Upl 

Access 

Author: Richard Perez, do Home Power, PO Box 520, 
Ashland, OR 97520 • 916-475-3179 

Maker: C. Crane & Co., 558 10th Street, Fortune, CA 
95540 • 1-800-522-8863 







Lead Acid BATTERIES 



The Lineage 2000 is a pure lead battery. The patented design does not require the 
impurities of calcium or antimony alloys that shorten the life of lead acid batteries. Therefore 
life expectancy in your alternative energy home is 20+ years of service, at any age. 

No Hydrometer readings necessary. Unmatched in performance, quality, reliability and 
safety. Water additions every 2 to 5 years. The Lineage 2000 has been designed to eliminate 
the hazards of fire, and their virtually indestructible case prevents any electrolyte leakage. 

The Lineage 2000 is 2000 Amp hours at the 20 hour rate. This battery has the capacity 
to operate your awesome solar powered home, shop, remote cabin or as a U PS system. You 
can add cells of any age anytime to your battery system. 

Proven Success: The Lineage 2000 has been working flawlessly in alternative energy 
homes for over 11 years. Alternative energy users report an 85-90% efficiency factor. 

Save over 75% on the cost of new by buying surplus. These batteries are like new. Prices 
start at $250 per 2 volt cell. The newer batteries are slightly higher. FREE copper bus bars and 
stainless steel nuts and bolts, retail value $135.00. 

Truck freight to most major towns $200-$400 per 12 Volt. 




These batteries can be shipped by barge anywhere in the worid. 




^ N orttiwest Energy storage 



Rob & jean Shappell, 10418 Hwy 95N, Sandpoint, ID 83864 • 208-263-6142 



The Lineage 2000 cell 

Each 2 Volt cell is 27 inches tall, 14 
in. in dia. and weighs 330 pounds. 
Six cells make a 12 Volt battery. 
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RADIOS 

C. CRANE COMPANY 




Special introductory price $134.95 
Price includes shipping Made in USA 



Portable Power Pack 

12 V- 7 AH Cell Cell 

Complete with AC adapter, and 
lighter patch cord for charging. 

INCLUDED: Magnetic Light, 
12,9,6, & 3 volt DC/ DC 
stepdown with universal plug tips. 
Female lighter plug output jack. 

OPTIONAL: SolarexlO watt panel 
with lighter splitter $143.95. 



AM/ FM, SHORTWAVE, SCANNER RADIOS/ ANTENNAS AND BOOKS 

Please write or call for free catalog 
558 10th Street, Fortune CA 95540 

1 -800-522-TUNE (8863) 

Satisfaction Guaranteed 



12th Annual Conference 

/ Solar Energy Assn of Oregon \ 

August 20-21, 1994 
Pioneer Courthouse Square 

SW 6th & Morrison • Sunny Downtown Portland 

Keynote Speaker 

Paul Hawken 

Author of The Ecology of Commerce 




Oregon Sun Works '94 

Call Now For Registration Information 
(503) 224-7867 



MicroHydro Specialists 

1 0+ yrs. living with MicroHydro 

Makers of “Lil Otto” Hydroelectric Systems 

“He’s a hard worker who doesn’t drink very much!” 

Lil Otto is a permanent magnet 
hydroelectric generator. He works 
with as little as 1 .2 GPM or Heads as 
low as 20 feet. 1 2 or 24 VDC output, 
up to 5 Amps. Comes complete with 
manual and right nozzle for your site. 

$395. shipped free in Continental 
USA 

CA residents add 7.25% sales tax. 

Dealer inquiries invited. 

Lil Otto Hydroworks! Bob-0 Schultze KG6MM 
FOB 203, Hornbrook, CA 96044 • 916-475-3401 




THE POWER SOURCE 

• TwO’Stage optical 
concentration — Over 
THREE HUNDRED 
SUNS! 

• Electrically tracks the 
sun to within 1/2° 
without any adjustment- 
year In and year out. 

• Internal battery pack 
automatically 
repositions the array to 
the East after sundown! 

• Withstands over 100 mph windloading. 

• 4 Module 340 Watt array 

• 8 Module 680 Watt array 

• 12 Module 1020 Watt array 

• Includes the Tracker! 

• TEN year warranty 

• Made in the USA. 

Midway Labs Inc. 

1818 East 71®* Street 
Chicago, IL 60649 USA 
312-667-PVME 
FAX 31 2-667-6577 




Serious Dealer 
Inquiries Invited 




Third Annual 

Iowa Renewable Energy Expo & 

A Iternative Fuel Vehicle Showcase 

September 10 & 11, 1994 

H awkeye D owns C edar R apids, I owa 

Workshops on wind, solar, PV, energy 
conservation, agriculture, vehicles, electrical, 
utility issues, grass root issues and projects for 
kids 

Displays • Booths •Demos • Speakers • 
Entertainment* Food 

Join our association, participate, come! 

For more information contact: 

I owa R en ewabi e E n ergy A ssn . 

611 Second Street SE, Dyersville, lA 52440 
Tom Snyder 319-875-8772 • Stan Filers 319-365-7314 
• Tom D eves 319-556-4765 
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Harris Hydroelectric 

oooooooooooooo 

Hydro-Power for Home Use 

Prices start as 
low as $695. 

632 Swanton Road 
Davenport, CA 9501 7 
408-425-7652 

"The best Alternator-based MicroHydro generator I've ever seen. " 
Bob-0 Schultze, Hydroelectric Editor, Home Power Magazine 



Works with Heads 
as low as 1 0 feet. 





“T 


V \ / 




1 




• ^lar Components & 


\ 




P^ystems 




Wirfd Generators & 


I 


Crosby • 


Systems 


— 


j / 


• Complete Construction 


\ 


St. Paul/ 


Services 




Minneapolis 


— Architects 




[ 


— General Contractors 




tvhole Bulk 


— Cabinet Makers 

iers Cooperative 


P.O. Box 36 


2928 Fifth Ave S 


Crosby, MN 56441 


Minneapoiis, MN 55408 


218-546-5369 


612-824-6567 


Fax: 612-824-9387 

Experienced In the design & Installation . 

of Photovoltaic Home & Cabin Systems ^^Tice 1 979 



F.F. Lda. 

Mesa Dinis 
8670 Aljezur 
PORTUGAL 
Tel: 011-351-82-98745 
Fax:011-351-82-98746 
THE PROFESSIONAL CHARGING CONTROLLERS FOR 
ALL POWER CLASSES 

— shunt controller with pulse width modulation — quick 
and gentle charging as per characteristic IV-curve 

— temperature compensated gassing regulation 

— temperature compensated overcharge proof against 
operating error 

— variable voltage disconnection 

— overvoltage disconnection 

— low voltage disconnection 

— made in Germany 

— 1 year full warranty 

DISTRIBUTOR INQUIRIES WELCOME 




on<»6 

_ gj- .6- 
[|o o o o o o|]| 



SOLAR 
12V /24V 



Learn Micro-Hydro in British Columbia 

Have you ever wondered about the energy available in falling water? This 
course will tell you how to determine the feasibility and cost-effectiveness of a 
low maintenance waterpower option (not necessarily nearby). Neither solar PV 
nor windpower can come close to competing with this technology. 

These two day, twelve hour micro-hydro courses are suitable for everyone, 
regardless of technical background. AC systems (see Home Power #33) to 50 
kilowatt are included, as well as battery-based hydro. Upon completion, you will 
be able to assess the capability of a stream to meet your electrical needs, how to 
size system components, estimate costs, and have some basic installation 
guidelines. Each two day course is approx $80 Cdn (approx $57 US). 

To Register Contact Either: 

Course Date: Sept 24 & 25, 1994 or Course Date: Oct 22 & 23, 1994 

Selkirk College University College of the Cariboo 

Nelson , BC VIL 1C8 Kamloops, BC V2C 5N3 

604-352-6601 604-828-5039 

For more course information contact: 

Bob Mathews, course instructor, at 604-679-8589. 

Field trips and other course dates will be scheduled as demand requires. 



SANDERSON'S 

REBUILT 

VACUUMS 

Spec ia lizing in 3 & 4 AM P Kirbys 
LowerannperBge Kirby'sare the ultimate in chore 
relief - 

kind to your batteries and back a like. 

3 AMP- $175 
4AMP- $150 

For Mo re Infomnation Call (408) 628-3362 
OrWrite: 20295 Panoche Rd., Paicines, CA 95043 
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Code Corner 



Disconnects: 

The Home You 
Save May Be 
Your Own 

John Wiles 

©1994 John Wiles 

D isconnects in a renewable energy 
system allow the user to turn the 
system off and on, safely service 
the system, and shut it down quickly 
when it malfunctions. Properly designed 
and installed disconnects do not cause 
any performance losses in the system, 
but poor quality disconnects may not 
only cause power losses, they may also 
present safety hazards. 

NEC Requirements 

The National Electrical Code (NEC) establishes 
requirements for disconnects. Although the NEC may 
not be used in some jurisdictions, it represents a 
minimum set of guidelines that can be used to design 
and install a safe renewable energy system. Some of 
the NEC disconnect requirements are specifically for 
PV systems, but these and other requirements can be 
applied to any electrical power system including wind 
and hydro systems. 

Section C of Article 690 of the NEC establishes 
requirements for disconnects in PV systems. All 
ungrounded conductors from the PV array must have a 
switched disconnect. If the PV system is ungrounded, 
this indicates that a two-pole switch must be used, one 
pole for each ungrounded conductor. A grounded PV 
system, where one of the current-carrying conductors 
(usually the negative) is grounded, requires only a one- 
pole switch in the ungrounded conductors. Switches 
are never put in the grounded conductors of PV 
systems because opening such a switch during normal 
operations would unground the array and possibly 
create an unsafe condition. 

All equipment in the PV system must have disconnects 
in the ungrounded conductors that will allow each piece 
of equipment to be disconnected from all sources of 



power. Equipment that requires these disconnects 
include the charge controller, the inverter, separate 
low-voltage disconnect devices, and external battery 
chargers. The power sources include the PV array, the 
battery bank, a backup generator, a wind turbine, a 
hydro generator, and any utility connection. These 
disconnects are required so that the equipment listed 
may be removed from the system for adjustment, 
service, or replacement while no power is being 
applied. 

The intent behind these NEC requirements, which 
would apply to any renewable energy system, is that 
the electronic equipment in a system is very complex 
and will usually require adjustment or service by 
special technicians who might not be familiar with 
electrical power systems in general. The entire system 
is installed by a qualified person (PV dealer/installer or 
electrician) who is familiar with electrical power 
systems. The disconnect switches allow the user or the 
unqualified electronic service technician to work on or 
remove the equipment when it is unpowered and does 
not present a shock or fire hazard. 

The NEC requires that the disconnects be manually 
operable switches or circuit breakers, be readily 
accessible, be externally operable with no exposed live 
parts, indicate clearly whether they are opened or 
closed, and be rated for the load they will carry. 

Because there is usually more than one source of 
power in a renewable energy source, all fuses must 
have disconnect switches on both ends to allow all 
voltages to be removed from the fuse for servicing. 
These disconnects do not have to be connected 
directly to the fuse because other disconnects in the 
system may serve this requirement. The need for both 
disconnects and overcurrent protection indicates, in 
many cases, that circuit breakers could be used for 
both functions where they meet all of the necessary 
performance criteria. 

Section 230 of the Code establishes other 
requirements for disconnects. No more than six 
motions of the hand may be used to disconnect all 
sources of power from a system. A complex system 
may require a main PV disconnect, a main battery 
disconnect, a main backup generator disconnect, and a 
main utility disconnect. This would leave two 
disconnects for addition of wind and hydro energy 
sources. 

All disconnects must be grouped together and clearly 
marked. This requirement generally means that the PV 
disconnect cannot be located on the other side of the 
garage from the inverter disconnect, and the battery 
disconnect cannot be located in another room or 
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building. When the sparks start to fly in an electrical 
power system, it must be shut down quickly. In an 
emergency situation, firefighters and others need to 
have the main disconnect switches grouped together 
and clearly marked. 

Types and Ratings 

In renewable energy systems, there are frequently both 
DC and ac circuits. Disconnects are usually required in 
both types of circuits. Disconnects may be either 
switches or circuit breakers, but they must be rated for 
the voltages and currents in the circuit in which they 
are used. Disconnects in the PV circuits should have a 
DC voltage rating that is 1 25% of the rated open-circuit 
voltage. This is a combination of NEC requirements 
and requirements established by Underwriters 
Laboratories (UL). The NEC required current rating of 
these switches should be 1 25% of the PV array short- 
circuit current. UL requires another 125% be added to 
this value for those days when snow or clouds increase 
the irradiance above the normal value. Disconnects in 
the DC circuits should have a voltage rating in excess 
of the maximum battery voltage (usually the equalizing 
voltage) and a current rating of 125% of any 
continuous currents plus 100% of any non-continuous 
current. Ac disconnects should have the normal 120 
volt ac rating and current ratings to handle the circuit 
requirements. Electricians are familiar with the ac 
requirements and they will not be elaborated herein. 

Implementation 

The requirements outlined above, good engineering 
practices, equipment availability, and above all safety 
considerations sometimes present a confusing image 
of how to implement a system of disconnects. A few 
examples will be used to clarify the requirements. The 
following one-line diagrams do not show the details of 
overcurrent devices or grounding. Disconnect locations 
are shown by the box with the D. Starting with a simple 
direct-connected water pumping system shown in 
Figure 1 , only one disconnect is required to separate 




Figure 1 

the PV array from the load. This disconnect is 
frequently a DC-rated circuit breaker mounted in a rain 
proof enclosure on the PV array mounting structure or 
PV tracker pole. Circuit breakers and enclosures are 
frequently more compact and less expensive than DC- 
rated switches. 

Figure 2 shows a basic stand-alone PV system with 
battery storage and DC loads. A disconnect is needed 
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Figure 2 



Battery 



for the PV array, and two disconnects for the battery. 
The PV disconnect and the charge-circuit battery 
disconnect serve to isolate the charge controller should 
it need service. 



Figure 3 shows a common stand-alone PV system with 
DC loads, an inverter, and ac loads. There are several 
ways to arrange the overcurrent devices and the 




disconnects for the DC loads and the inverter. The 
lower diagram separates the disconnects for the DC 
loads and the inverter so that they may be operated 
independently. Some inspectors may require that the 
output of the inverter also have a disconnect. 

Figure 4 adds a backup generator to the stand-alone 
system with a separate battery charger. An ac 
disconnect is needed between the generator and the 
battery charger and a DC disconnect is needed 
between the battery and the battery charger. Some of 
the DC disconnects could be combined, but charge 
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circuits should be kept separate from discharge 
circuits. 




Figure 5 shows one of the more complex systems with 
an inverter with built-in charger and a utility-intertie 
capability. The inverter provides the transfer capability 
for the ac loads between the grid and the backup 
generator depending on what source of power is 
available. Excess power can be fed to the utility after 
appropriate contractual and safety arrangements have 
been made. The Trace Sinewave 4024 inverter 
provides all of these features. The disconnects shown 
in dotted boxes may be required to meet the grouping 
of disconnects requirement. 



needed near the inverter. Inspectors may also require 
an overcurrent device at this location to protect the 
cable when the inverter is feeding power to the grid. 
Since the generator is remotely located from the 
inverter, a disconnect will probably be needed at the 
generator location. This is particularly true if, as in the 
case of the Trace SW 4024, the inverter can feed 
power to the generator under certain circumstances. 

The additional requirements for overcurrent devices will 
complicate these diagrams. Stay connected for a future 
Code Corner in which all of the requirements for 
grounding, overcurrent devices, and disconnects will 
be combined and shown in diagrams. 

Access 

Author: John C. Wiles, Southwest Technology 
Development Institute, PO Box 30001 /Dept 3 SOLAR, 
Las Cruces, NM 88003 • 505-646-6105 

National Electrical Code - 1993, National Fire 
Protection Association, Batterymarch Park, Quincy, MA 
02269 

Trace Engineering, 5916 195th N.E., Arlington, WA 
98223 • 206-435-8826 



If the main ac service entrance disconnect for the utility 
is located some distance from the PV and battery 
disconnects, an additional ac disconnect will be 



Underwriters Laboratories, 333 Pfingsten Road, 
Northbrook, IL 60062-2096 • 708-272-8800 



AIM YOUR 
PHOTOVOLTAIC 
PANELS AT THE SUN... 
ALL DAY. EVERY DAY 




») 



American SunCo 

FREE 

Information package on 
Sun Tracker 8 

PV Tracking System 

• Provides 40% more power 

• Accurate even in wind/cold 

• Reliable 

• Affordable 

• Warranteed 



American SunCo 

PO Box 789H, Blue Hill, ME 04614 

( 207 ) 374-5700 



DESERT DWELLERS 




If you live in the desert you can cool your 
off the grid home with 20 watts of solar 
energy and a cool tower, naturally. 



Two part video: 




INTRODUCTION TO COOL TOWERS 
& COOL TOWER CONSTRUCTION 



with Bill Cunningham 
produced by 
DAWN Productions and 
The Alternative Research Center Inc. 



VHS $30.00 + $3.00 shipping 

DAWN Productions 
PO Box 383, Vail AZ 85641-0383 
(602) 647-7220 
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Technologias 

Solares 

• Installation • 
Consultation 

• Education • Translation 

Juan Livingstone has returned to his 
native Chile after 1 7 years in the 
United States to promote renewable 
energy In Latin America. 

Juan's qualifications Include 10 years 
of solar design, Installation, 
troubleshooting, bilingual Instruction 
and technical translation. 

If you need help with your 
Latin American project 
contact: 

Juan Livingstone 

c/o Marcel Duhaut 
2733 #506 Providencia, 
Santigo, Chile 
Phone 011-562-274-4639 

Associate of Solar Energy International, 
Colorado, USA 
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International Subscriptions 

Due to the high cost of international mailing, we 
charge more for Home Power international 
subscriptions. 

1 YEAR — 6 ISSUE INTERNATIONAL RATES: 
All payments in U.S. currency ONLY! 

Canada: Air — $30 Surface — $20 

Mexico: Air — $31 Surface — $20 

Western Hemisphere: Air — $33 Surface — $20 

Europe: Air — $44 Surface — $20 

Asia and Africa: Air — $53 Surface — $20 

Pacific Rim: Air — $53 Surface — $20 

Surface shipment may take up to three months to 
get to you. All international issues shipped in mailing 
envelopes. International subs are best paid for by 
either VISA, MasterCard or funds from a U.S. bank. 
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ad look good. If you send too much copy, then the 
type will be small. Flat rate $80 per insertion. 
Advance payment only, we don’t bill Mercantile ads. 
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Back Issues of Home Power Magazine 
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Human Radiation 
Experimentation 

Michael Welch 

©1994 Michael Welch 

F or the last several months, we’ve 
been hearing mainstream news 
reports about the Department of 
Energy and other governmental 
organizations that have conducted 
radiation experiments on humans both 
with and without their knowledge and 
consent. These experiments were 
horrendous. Public outrage is 
characterized by ordinary folks not 
being able to understand how are 
government could do such things, 
especially to our own citizens. 

An example of these experiments was revealed by 
Pulitzer Prize winning journalist Eileen Welsome of the 
Albuquerque Tribune. Ms. Welsome’s investigations 
turned up a list of people who were subjected to 
injections of plutonium in Atomic Energy Commission 
experiments. These folks had been admitted to 
hospitals for other reasons, and were then subjected to 
the experiments, like a railroad porter who had injured 
his leg when he fell off a train who was unknowingly 
injected with plutonium. He and his family never found 
out about it until long after his death, when Ms. 
Welsome uncovered the details. 

The news media has assured us that these type of 
experiments are no longer being conducted on human 
beings. The public has breathed a sigh of relief that 
these American atrocities are finally over.. .or are they? 
Some think we are all still being experimented upon. 

One who believes we are still the victims of a huge 
experiment is John Gofman. John is a scientist of 
Medical Physics, and is a thorn in the side of the 
nuclear weapons/power industry. His credentials are 
impressive, including being on the Manhattan Project 
team that first isolated plutonium and also a former 
Associate Director of the Lawrence Livermore radiation 
laboratory. 



John’s life work points out evidence that there is 
absolutely no level of radiation exposure that is safe. 

What we mean by that term is ‘ionizing radiation’ - the 
gamma rays. X-rays, and beta particles which come 
from the natural, spontaneous disintegration of the 
nuclei of atoms of materials like uranium, plutonium, 
cesium and others. The important characteristic of this 
radiation is that its energy is carried through tissue by 
high- speed electrons, and that transfers of their energy 
occur along paths in an extremely localized and 
concentrated fashion. Unlike other poisons, such an 
electron cannot be diluted in effect. It cannot be 
subdivided to have a lesser impact on the tissue it 
contacts. 

At one time, the Atomic Energy Commission was 
funding a bio-medical lab, with Gofman in charge, at 
the Lawrence Laboratories for the specific purpose of 
finding out the medical implications of human radiation 
exposure. Then, Gofman’s work began to show that 
there were some serious medical problems that came 
with exposure, and he and his lab employees 
published papers and gave lectures on the subject, as 
any laboratory scientists would. When the nuclear 
industry got wind of his work, it did all it could to silence 
Gofman. Since the AEG had become the industry’s 
promoter of nuclear energy, it soon put an end to 
Gofman’s lab funding, including stopping his scientific 
research at Lawrence on cancer and chromosomes. 

Since then, John has struck out on his own, continuing 
his research on the effects of radiation. We have a 
voice of sanity among the hardened. But John’s voice 
is barely heard. His peers in the nuclear industry have 
all but silenced him by professional ostracism. Out of 
their fear of the truth, you’ll not hear his research 
mentioned in DOE or NRC contracts, hearings or 
commissions. 

And the industry is very afraid of what he has to say. 
They pad their ranks with so-called “scientists” who 
willingly ignore the harmful effects of radiation, to the 
exclusion of those genuinely interested in the truth. Not 
unlike the scientists in the tobacco industry and the 
foresters working for the timber industry, these people 
know which side their toast is buttered on. Can we 
expect the right things to happen when we consistently 
have the foxes guarding the hen houses? 

Gofman once said, “My particular combination of 
scientific credentials is very handy in the nuclear 
controversies, but advanced degrees confer no special 
expertise in either common sense or morality. That’s 
why many laymen are better qualified to judge nuclear 
power than are the so- called experts.” 
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The Continuing Experiments 

Gofman’s views on radiation experimentation are: 

1 . “If you pollute when you do not know if there is 
any safe dose, you are performing improper 
experimentation on people without their informed 
consent.” 

2. “If you pollute when you do /enow that there is no 
safe dose with respect to causing deadly cancers 
or heritable effects, then you are committing 
premeditated random murder.” 

3. “If you pollute when you claim the agent is safe 
at ‘permissible levels,’ then you should be required 
to demonstrate your confidence in such safety by 
exposing yourself and your own children and 
grandchildren to the full ‘permissible levels’ which 
you expect the public to accept.” 

Our corporate and government leaders have placed 
the burden of proof on the public to show that their 
nuclear activities can harm us, as opposed to them 
being required to show that what they want to expose 
us to will not cause any harm. Eventually, we are able 
to demonstrate the harm they have caused. But, often 
by then, significant harm has already been done. We 
truly are guinea pigs in the DOE’s great experiments. 

A good example of this is the high amount of medical 
radiation exposure people received 25 to 50 years ago. 
During that time, it could not be proven that those 
levels were harmful. But now, we can show that they 
were harmful all along. Gofman points out that our 
nation currently has a very high rate of breast cancer, 
and scientists and the media keep searching for likely 
causes. But Gofman says they are ignoring the fact 
that ionizing radiation is the one proven cause of breast 
cancer. 

Here is an instance whereby exposures eventually 
were decreased because years later we discovered the 
harmful effects of that exposure from the ongoing 
human experiment. But, as an interesting digression, 
scientists and the media continue trying to bury the 
relationship. They claim to be still searching for the 
likely cause of these breast cancers, when the most 
likely and one “proven” cause (besides heredity) is 
ionizing radiation. What does this say about the power 
and control that the corporate industry holds over our 
scientists and the media? 

Other areas of current radiation experimentation on 
humans involve nuclear plant workers, uranium miners, 
and medical isotope manufacturing workers. Of course 
these folks all know there is some exposure, or, at 
least, are warned of the chance of exposure. 



Then there are the citizens that live around nuclear 
power plants or other nuclear facilities. These people 
are the ones that the corporations spend so much time 
and money trying to convince that what is going on is 
safe. How many times have we heard, “This plant 
produces less than the normal background level of 
radiation.” What they don’t say is obvious (and 
potentially dangerous): “less than normal background 
level” plus normal background level equals greater 
than normal background level. 

There it is: if you live by or work in a nuclear facility, or 
if you are being exposed to x-rays and other medical 
radiation, you are currently part of the human radiation 
experiment. In 30 to 50 years, if you get cancer or your 
genetically altered genes show negative effects in your 
offspring, you become part of the data in the 
experiment. In that case you will have finally proven the 
corporate and government scientists to be wrong. Of 
course, for you this is too little and too late, as you will 
be sick or dead. 

Our media and bureaucrats that are so concerned with 
the ethics of past radiation experiments refuse to 
acknowledge and examine the experimental nature of 
our government and industry’s current Permissible 
Level and Benefit vs. Cost doctrines. 

Third World Nuke Plants and The Bomb 

We’ve been hearing a lot lately about North Korea’s 
nuclear reactors and fears that they may be diverting 
plutonium from the fuel rods to build nuclear weapons. 
It’s very easy for us to get uppity over this, since we 
don’t think it is OK for other nations to have The Bomb. 
Only us. 

That aside, we can only blame our government and 
those of other industrialized nations for nuclear 
weapons proliferation. For many years we have been 
allowing the transfer of “atoms for peace” technologies 
to a lot of other countries. Even if the big nuclear 
reactor builders like G.E. and Westinghouse haven’t 
been able to sell their wares in the U.S., they’ve been 
doing pretty well in other countries. These reactors 
make plutonium in the normal course of their operation. 
And plutonium makes bombs. 

This puts our government at cross purposes to itself. At 
the same time we are encouraging third world nuke 
power plants, we are trying to stop nuclear weapons 
proliferation. To further exacerbate the problem, our 
government has been unable to accept shipment of 
spent (irradiated) fuel from foreign nuke plants and 
experimental reactors since the 1980s. 

According to a recent General Accounting Office 
report, foreign nuke operators are facing irradiated fuel 
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storage problems. We promised these facilities that we 
would take back their fuel so we wouldn’t have to worry 
about the security issue of having so much bomb- 
making material scattered around the world. 

Although our own nuclear plant fuel storage facilities 
are filling up for lack of a permanent repository, the 
foreign fuel is a greater security risk. But what are we 
going to do with it? There are folks that believe that a 
permanent repository will never be built in the U.S., 
which could cause our own security problems. Yet 
there is no doubt the world is safer with the fuel in the 
U.S. than if it is sitting in less secure countries. 

Nuclear Regulatory Commissioners Needed 

One of the greatest roadblocks to a renewable energy 
future has been the nuclear industry’s incessant efforts 
to stuff their obsolete and dangerous technologies 
down the public throat. NRC efforts lately have 
centered on eliminating public participation in hearings 
over the siting and safety of individual plants. The 
revolving door syndrome of people moving from the 
nuclear industry into NRC Commissioner vacancies 
has all but guaranteed that the industry gets its way. 

According to Citizen’s Awareness Network, the NRC is 
allowing the removal of radioactive structures and 
components from the shutdown Yankee Rowe reactor 
without environmental assessment or approval of a 
final decommissioning plan. Other plants no longer 
operating have also applied for permission to do the 
same thing, which they are innocuously calling “Early 
Component Removal”. This is still another abuse of 
NRC privilege that could result in unnecessary 
radiation exposure to workers and the environment. 

The NRC is supposed to be a watchdog over the 
industry. Wouldn’t it be great if there were folks on the 
Commission that would do its intended job? 



There are currently two openings on the NRC, and it is 
President Clinton’s duty to fill the positions. Write 
Clinton and suggest to him that there needs to be 
experts on the NRC who are willing to protect the 
health and safety of the public and the environment, 
and who are willing to place the importance of citizen 
participation above nuclear industry financial interests. 

Some possible names for nomination were suggested 
by Mothers for Peace, a group long working on Diablo 
Canyon Nuclear Power Plant issues. The list includes 
Robert Pollard, of the Union of Concerned Scientists, 
Charles Bechoeffer, an Administrative Law Judge from 
the NRC’s Atomic Safety and Licensing Board who is 
thought of as being fair, and David Freeman, who 
turned the Sacramento Municipal Utility District’s ill- 
fated nuclear program into one of the U.S.’s most 
successful renewable energy and conservation 
programs. Any of these folks would go a long way 
toward restoring the public’s lost faith in the NRC. 

Access 

Author: Michael Welch, c/o Redwood Alliance, PO Box 
293, Areata, CA 95521 . (707)822-7884 voice, 
(707)822-8640 computer BBS 

John Gofman, c/o Committee for Nuclear 
Responsibility, PO Box 421993, San Francisco, CA 
94142 

Mothers for Peace, 931 West St., San Luis Obispo, CA 
93401 (805)773-3881. 

Citizens Awareness Network, RR1 Box 83, Shelburne 
Falls, MA 01370 

For a copy of the Eileen Welsome’s Pulitzer Prize 
winning series on human radiation experimentation, 
send $1 per copy to: The Albuquerque Tribune, PO 
Drawer T, Albuquerque, NM 871 03 ^ 




Need a renewable energy 
quick-start for the ole’ brain? 

Home Power Quick-Start Special 
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All for $35 for US Zip Codes 
Call for International Rates. 
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Ampere-Hour Meter, instrumentation, homebrew, 
26-42 

Ampere-Hour Meter, instrumentation, Offgrid’s 
Power Meter 15 (TtWI), 25-61 
Ampere-Hour Meter, instrumentation, Steamco 
Solar SPM2000 (TtWI), 27-56 
Architecture, air coilector, passive batch water 
heater, methane gas, 17-19 
Architecture, Ariesun, solar powered house, 11-32 
Architecture, basic principles of solar , 11-34 
Architecture, earth bermed concrete dome, 29-22 
Architecture, PC Solar IBM daylighting simulator 
software (TtWI), 29-68 
Architecture, radiant barriers, basics, 28-43 
Architecture, SolarWind home, hexagon, 19-40 
Architecture, straw bale home, PV: 408 Wp, 12 V 
L-A, 35-62 

Architecture, sunspace, trombe wall, radiant floor 
heat, direct gain, 32-28 

Architecture, air conditioning, cooi homes in arid 
climates, 40-24 

Architecture, batteries, building a clean, safe, 
warm, battery enclosure, 41 -70 
Architecture, book review. Resource Efficient 
Housing: Directory, 26-77 
Architecture, book review. Shelter (home design), 
18-49 

Architecture, book review. The Hydroponic 
Hothouse (greenhouse), 28-76 



Architecture, greenhouse, PV powered ventilation, 
34-55 

Architecture, solar space heating, glass and 
glazing choices, 30-26 

Ask NREL, how much of the sun’s energy do we 
use, 41-36 

Ask NREL, Photovoltaics, breakthrough in low cost 
efficient PV, 40-98 

Ask NREL, photovoltaics, differences in PV 
technologies, 39-84 

Ask NREL, photovoltaics. Why are pv modules 
blue?, 38-88 

Back to the Basics, alternative, renewable, 
sustainable energy, 28-67 
Back to the Basics, definition of electrical terms, 

29- 72 

Back to the Basics, moving to the country, 26-47 
Back to the Basics, power center for 1 PV, 1 
battery system, 34-93 

Back to the Basics, Batteries, AA cell testing, 41 -89 
Back to the Basics, batteries, recharging AA NiCd 
w/small PV, 36-78 

Back to the Basics, batteries, small rechargeable 
batteries, 37-97 

Back to the Basics, education, renewable energy 
education sources, 30-72 
Back to the Basics, hot water, thermosiphon water 
system, kid’s project, 31-84 
Back to the Basics, instrumentation, ammeter & 
voltmeter (homebrew), 35-91 
Back to the Basics, photovoltaics, run a stereo on 
battery & solar power, 40-104 
Back to the Basics, system design, how-to figure 
energy use, 27-71 

Back to the Basics, system design, sizing PV 
power and battery, 32-78 
Back to the Basics, wiring, wire sizing table, 33-86 
Batteries, alkaline cell operating/testing tips, 34-44 
Batteries, charging batteries with gas generator, 3- 
32 

Batteries, diagnosing sick cells, 28-36 
Batteries, gassing, 19-50 
Batteries, Hydrocaps battery tops (TtW!), 1 1 -37 
Batteries, NiH (nickel metal hydride), Ovonics 
(TtWI), 15-33 

Batteries, overview of technologies, 35-54 
Batteries, treating sick cells, 29-44 
Batteries, ventilation, 6-31 
Batteries, acid vs. alkaline, comparison table, 1 7- 
35 

Batteries, acid vs. alkaline, cost comparison lead- 
acids vs NiCd, 16-24 

Batteries, architecture, building a clean, safe, 
warm, battery enclosure, 41 -70 
Batteries, Back to Basics, AA cell testing, 41-89 
Batteries, Back to Basics, recharging AA NiCd 
w/small PV, 36-78 

Batteries, battery charger, military surplus battery 
charger(TtWI), 41-66 

Batteries, charger, constant current source 
(homebrew), 21-82 

Batteries, charger. Heliotrope HC-75 (TtWI), 17-38 
Batteries, containments, design of a battery room, 
33-42 

Batteries, electric vehicles, containment, 36-52 
Batteries, electric vehicles, EV fueling techniques, 
36-57 

Batteries, EV, overview of , 35-50 
Batteries, homebrew, 1 2 or 24 Volt portapower, 24- 
70 

Batteries, homebrew, charging, constant current, 
23-69 

Batteries, homebrew, low cost, high/low battery 
voltage alarm, 39-62 

Batteries, homebrew, NiCd pulsar PWM charging, 

30- 54 



Batteries, homebrew, simpie NiCd battery charger, 
23-71 

Batteries, instrumentation, LED bargraph battery 
voltmeter (homebrew), 10-26 
Batteries, lead-acid, basics, terms, tips, 9-27 
Batteries, lead-acid, basics, terms, tips, tables, 1- 
25 

Batteries, lead-acid, EDTA reconditioning, how to, 
20-23 

Batteries, lead-acid, EDTA reconditioning, 
preliminary results, 21-36 
Batteries, lead-acid, gel cells, description of, 25-46 
Batteries, lead-acid, internal resistance in, 3-34 
Batteries, lead-acid. State of Charge vs voltage, 
36-66 

Batteries, lead-acid. State of Charge vs. voltage at 
34 °F (chart), 9-25 

Batteries, lead-acid. State of Charge vs. voltage at 
78 °F (chart), 9-26 

Batteries, lead-acid (chart). State of Charge vs. 

voltage for 12 Volts, 7-25 
Batteries, lead-acid (chart). State of Charge vs. 

voltage for 24 Volts, 7-26 
Batteries, National Electric Code, battery safety, 
40-94 

Batteries, National Electric Code, UL listed flexible 
battery cables, 41-84 

Batteries, NiCd, small rechargeable batteries, 37- 
97 

Batteries, NiCd charger, wall cube replacement 
(homebrew), 26-72 

Batteries, NiCd pocket plate, evaluating used, 25- 
72 

Batteries, NiCd, pocket plate, care and feeding, 15- 
19 

Batteries, NiCd, pocket plate, chemistry, types. 
State of Charge vs voltage, 12-16 
Batteries, NiCd, pocket plate, reconditioned (TtWI), 
13-17 

Batteries, NiCd, pocket plate, testing and 
reconditioning, 15-23 

Batteries, NiCd, pocket plate, voltage regulation, 

26- 69 

Batteries, NiCd, sintered plate, basics, description 
of, charging and discharging, 4-14 
Batteries, NiCd, sintered plate, charging for radio, 
33-68 

Batteries, NiCd, sintered plate, charging small 
NiCd, 19-18 

Batteries, NiCd, sintered plate, charging using 
solar (teaching plan, part 1), 16-14 
Batteries, Nicd, sintered plate, charging using 
pulses (homebrew), 5-27 
Batteries, safety, overcurrent protection devices, 

27- 26 

Batteries, safety, short circuit protection, 17-37 
Batteries, sidebar, sintered piate NiCd, 36-78 
Batteries, sidebar, titration alkaline electrolyte, 34- 
45 

Batteries, sintered plate NiCd, 

test/evaluation/charging of AA cells, 38-38 
Batteries, teaching kids, PV, batteries, loads 
(teaching plan, part 2) , 15-5 
Batteries, tech notes, battery safety, 27-69 
Batteries, tech notes, interconnects, 33-46 
Batteries, wiring, basics/L-A & NiCd w/wiring 
diagrams, 27-30 

Batteries, wiring, cables, build for battery/inverter, 
7-36 

Book Reviews, Alternative Energy Sourcebook 
1990, 17-51 

Book Reviews, Alternative Energy Sourcebook 
1991, 22-81 

Book Reviews, Alternative Transportation News 
(magazine), 22-81 

Book Reviews, Buying Country Land, 29-78 
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Book Reviews, Ecoiogue (cataiog), 21-86 
Book Reviews, Efficient Washing Machines, 23-77 
Book Reviews, Eiectric Burro On The Road To 
Bogota (travei), 18-49 

Book Reviews, Heaven’s Fiame (soiar cooking), 

19- 52 

Book Reviews, in Pursuit of Adventure and 
Freedom (saiiing), 23-76 

Book Reviews, Mavericks in Paradise (history), 23- 

76 

Book Reviews, Mutant Message Downunder, 41- 
92 

Book Reviews, Sheiter (home design), 18-49 
Book Reviews, Shopping for a Better World, 15-29 
Book Reviews, Soiar Eiectricity Today (directory), 
23-76 

Book Reviews, Sowing the Wind- Refiections on 
the Earth’s Atmosphere, 23-77 
Book Reviews, The Bladeiess Tesia Turbine, 19-52 
Book Reviews, The Compiete Joy of Homebrewing 
(beer), 24-75 

Book Reviews, The incredibie Secret Money 
Machine (home business), 17-51 
Book Reviews, The Pocket REF (reference), 31-93 
Book Reviews, The Soiar Eiectric independent 
Home Book, 18-49 

Book Reviews, The Soiar Eiectric independent 
Home Book, 23-77 

Book Reviews, Wiidfire Across America 
(firefighting), 23-77 

Book Reviews, Wind Power for Home & Biz, by 
Paui Gipe, 36-88 

Book Reviews, Wiring 12 Voits For Ampie Power, 

20- 61 

Book Reviews, Worid Wiidiife Fund Atias of The 
Environment, 21-85 

Book Reviews, architecture. Resource Efficient 
Housing (directory), 26-77 
Book Reviews, conservation. The Fuei Savers, 25- 

77 

Book Reviews, cookbook, soiar cooking, 37-109 
Book Reviews, eiectric vehicies. Bob Brant’s “Buiid 
Your Own Eiectric Vehicie”, 41 -54 
Book Reviews, eiectric vehicies. Convert it by Mike 
Brown with Shari Prange, 40-64 
Book Reviews, generators. The Homebuiit 
Dynamo, 32-86 

Book Reviews, greenhouses. The Hydroponic Hot 
House, 28-76 

Business, buiiding a home business pian, 35-89 
Business, career in RE, how to start, 26-36 
Business, home business basics, 34-87 
Business, profiie of Soiar Pathfinder, 26-40 
Business, book review. The incredibie Secret 
Money Machine, 17-51 

Business, PV system. Home Power, 400 Wp, 12 L- 
A, 16-7 

Cats, Toys, Drag-a-Mouse (TtW!), 6-37 
Code Corner, and inspector, 33-76 
Code Corner, conductors, 31-74 
Code Corner, SWRES Research, 13-42 
Code Corner, grounding, basics, 18-26 
Code Corner, grounding, how to, 28-46 
Code Corner, grounding, inverter grounding, 30-64 
Code Corner, grounding, inverter grounding, 34-85 
Code Corner, grounding, why ground, 27-47 
Code Corner, NEC, disconnects, 19-42 
Code Corner, NEC, disconnects, 21-53 
Code Corner, NEC, grounding/isoiation, 25-65 
Code Corner, NEC, grounding/overcurrent 
protection/fuses, 16-31 

Code Corner, NEC, history, reievance to PV, 20-54 
Code Corner, NEC, iaw, reiation to, 23-74 
Code Corner, NEC, ioad circuits/wiring, 22-68 



Code Corner, NEC/safety, and PV- powered 
pumping, 26-57 

Code Corner, safety, surge and iightning 
protection, 32-68 

Communications, computer. Home Power 
BBS/how to use, 39-40 
Computers, ac powered, efficient, 21 -45 
Computers, iow power, 20-44 
Computers, iowvoitage, 19-37 
Computers, PC Soiar iBM dayiighting simuiator 
software (TtW!), 29-68 

Computers, renewabie energy buiietin boards, 27- 
60 

Computers, communications. Home Power 
BBS/how to use, 39-40 

Computers, homebrew. Commodore 64, 12 Voit 
reguiator, 23-71 

Computers, inverters, how computers/printers run 
on mod sinewaves, 40-32 
Computers, Portabie system, PV charging/ smaii 
computer or radio, 38-32 

Computers, printers, Appie LaserWriter ii NT, 15-41 
Computers, printers, Hewiett-Packard DeskWriter, 
14-35 

Computers, printers, Seikosha SP-1000AP, 16-52 
Conservation, appiiances, finding phantom ioads, 
14-13 

Conservation, in the city, 22-1 1 
Conservation, book review. The Fuei Savers, 25- 
77 

Controis, for hydroeiectric systems, 13-35 
Controis, maximum power point tracking, 29-34 
Controis, aiternator, buiid 12 VDC 

engine/generator w/ fieid controiier (homebrew), 
2-23 

Controis, DC to DC converter, Vanner Voitmaster 
(TtWI), 33-84 

Controis, eiectric fence charger, programmabie 
puise generator (homebrew), 21-78 
Controis, homebrew, Renavair controi panei, w/ 24 
Voit Mark Vi fieid controiier, 22-73 
Controis, homebrew, switch, voitage controiied, 16- 
50 

Controis, homebrew, timer for ioads, ac to DC 
conversion, 16-49 

Controis, homebrew, voitage sensing switch, 33-80 
Controis, iinear current booster, basics, using, 6-12 
Controis, iinear current booster, Bobier’s LCB 40 
(TtWI), 29-53 

Controis, iinear current booster, LCB 3-4-8 for 
Water Pumping (TtWI), 12-19 
Controls, regulator. Backwoods Solar’s PV 
controller (TtWI), 7-34 

Controls, regulator, Enermaxer voltage regulator, 
7-19 

Controls, regulator. Heliotrope CC-20 charge 
controller (TtW!), 13-36 
Controls, regulator. Heliotrope CC-60 charge 
controller (TtWI), 8-31 
Controls, regulator, PV direct regulator 
(homebrew), 32-46 

Controls, regulator, shunt regulator (homebrew), 
18-46 

Controls, regulator, SunAmp Power Co’s PV 
regulator (TtWI), 19-48 

Dr. Kluge, basic electricity, terms and laws, 31 -78 
Dr. Kluge, induction and magnetism, 35-77 
Dr. Kluge, resistors and diodes, 32-62 
Dr. Kluge, basic electronics, how transformers and 
LCBs work, 37-40 

Dr. Kluge, electricity, rms voltage, 32-50 
Dr. Kluge, electricity, timers and FETs, description 
of, 34-70 

Dr. Kluge, electricity, transistors, intro to, 33-32 
Editorial, changing printers, paper, 35-18 
Editorial, consumer’s guide, an RE parable, 31-81 



Editorial, energy conservation, 9-34 
Editorial, freedom offered by RE, 22-35 
Editorial, greenhouse effect and PVs, 10-14 
Editorial, IPP introduces themselves, 38-94 
Editorial, Lunatic Fringe, 25-6 
Editorial, photon’s trip to earth, 25-68 
Editorial, alternatives, RE a solution to utilities 
dilemma, 20-46 

Editorial, Conference, REDI Conference 1993, 37- 
78 

Editorial, electric vehicles, introduction of 
GoPower, 37-50 

Editorial, etiquette. Good Manners, 31-36 
Editorial, EVs, the future of EVs, 38-49 
Editorial, future, musings on utilities, hydrogen, 29- 
28 

Editorial, IPP, association & SCE update, 39-90 
Editorial, IPP, CPUC &SCE update, 41-94 
Editorial, IPP, update, 40-107 
Editorial, magazine mechanics, recycled paper, 
author data, computer nerd stuff, 38-82 
Editorial, ownership of power, the utilities 
involvement in solar energy, 37-4 
Editorial, PV, industry, state of, 18-15 
Editorial, PVs, perks of using PVs, 2-6 
Editorial, Solar, perspective, 4-35 
Editorial, spoof, Doktor Data explains sunshine, 34- 
58 

Editorial, utilities, utilities and the off-grid PV 
market, 37-91 
Education, CMC, 3-20 

Education, Int’l Development Program at HSU, 41- 
78 

Education, Back to Basics, renewable energy 
education sources, 30-72 
Education, electric vehicles, building a high school 
electrathon racer, 40-58 
Education, kids. Kid’s Corner intro, 26-50 
Education, kids. Kid’s Corner: solar , 31-86 
Education, kids. Kid’s Corner: solar experiments, 
28-70 

Education, kids. Kid’s Corner: solar oven designs, 
27-74 

Education, kids. Kid’s Corner: solar oven designs, 
30-74 

Education, kids. Kid’s Corner: solar, wind, solid 
waste, 29-74 

Education, kids, planetary citizens, amateur radio, 
5-5 

Education, kids, PV, batteries, loads (teaching 
plan, part 2) , 15-5 

Education, kids, PV, Boy Scouts, Amateur radio, 
32-71 

Education, kids, solar battery charging (teaching 
plan, part 1), 16-14 
Education, PV, SEI workshop, 10-20 
Education, RE, , 11-21 
Education, RETSIE, , 6-18 
Education, SEI (formerly ATA), PV for practitioners 
workshop, 13-12 

Education, SERI, news on efficient PVs, wind, 
vacuum insulation, 13-31 
Efficiency, energy, appliances that are always on, 
37-46 

Efficiency, lighting, retrofit of school w/fluorescents, 
32-38 

Electric vehicles, building a solar vehicle, 14-30 
Electric vehicles, education, Jordan Energy 
Institute, 21-32 

Electric vehicles, EV crash tests, 40-50 
Electric vehicles, EVs in Europe & renting an EV in 
Geneva, 38-64 

Electric vehicles, hybrid electric vehicles, 8-5 
Electric vehicles, hybrid solar electric/ natural gas 
prototype, 31-108 
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Electric vehicles, parts, access data, 19-54 
Electric vehicles, performance testing 1992 
American Tour de Sol, 34-62 
Electric vehicles, reasons for owning, 18-1 1 
Electric vehicles, batteries, EV fueling techniques, 
36-57 

Electric vehicles, boat, solar powered, 26-30 
Electric vehicles, boats, powering boats with 
electricity, 37-70 

Electric vehicles, book review. Bob Brant’s “Build 
Your Own Electric Vehicle”, 41 -54 
Electric vehicles, book review. Convert It by Mike 
Brown with Shari Prange, 40-64 
Electric vehicles, conversion, adaptors, 34-40 
Electric vehicles, conversion, battery chargers, 
explanation & shopping for, 40-66 
Electric vehicles, conversion, battery containment 
& placement, 36-52 

Electric vehicles, conversion, choosing a car for, 
31-32 

Electric vehicles, conversion, EV power 
accessories/options, 41-56 
Electric vehicles, conversion, 

instrumentation/gauges for the working EV, 39- 
58 

Electric vehicles, conversion, Kawasaki 2WD to 
electric, 41 -46 

Electric vehicles, conversion, motors, types and 
tips, 33-38 

Electric vehicles, conversion, overview of suitable 
batteries, 35-50 

Electric vehicles, conversion, safety disconnects, 
circuit breakers, fuses, 38-60 
Electric vehicles, conversion, speed controi in 
electric vehicles, 37-74 

Electric vehicles, conversion, what to save, what to 
scrap, 32-48 

Electric vehicles, design, experiences designing & 
racing EVs, 40-54 

Electric vehicles, editorial, towards an EV future, 
29-31 

Electric vehicles, education, building a high school 
electrathon racer, 40-58 

Electric vehicles, efficiency, energy consumption in 
ZEVs and HEVs, 37-57 

Electric vehicles, electric boats, 2nd Annual Spada 
Lake electric & solar boat race, 39-48 
Electric vehicles, environment, auto emission 
pollution, 18-9 

Electric vehicles, fuel cell/hydrogen, intro to, 23-16 
Electric vehicles, homebrew, build a solar powered 
vehicle, 14-27 

Electric vehicles, homebrew, frames, 15-42 
Electric vehicles, homebrew, regenerative braking, 
38-52 

Electric vehicles, homebrew, simple, easy to build 
motor controllers/relays, 39-53 
Electric vehicles, homebrew, solar powered dune 
buggy, 34-20 

Electric vehicles, overview, hybrid electric vehicle, 
9-13 

Electric vehicles, PV panel design, construction of 
a PV module to power a race car, 37-52 
Electric vehicles, race, solar electric boats, 32-18 
Electric vehicles, racing, 1991 American Tour de 
Sol, 24-35 

Electric vehicles, racer, 

design/development/competition open class 
racer, 39-44 

Electric vehicles, races, ‘92 Phoenix Solar and 
Electric 500, 30-16 

Electric vehicles, races, 1990 American Tour de 
Sol, 18-7 

Electric vehicles, races, 1991 Solar & Electric 500, 
23-66 

Electric vehicles, races, safety in, 30-22 



Electric vehicles, races. World Solar Challenge, 
Australia 1990, 21-29 

Electric vehicles, racing, high rate recharge in 
racing, 33-109 

Electric vehicles, racing, high school electrathon 
competition at JEI, 41 -50 
Electric vehicles, racing, new speed records & old 
EV frames, 41-44 

Electric vehicles, ultralight aircraft, solar powered 
flight, 19-6 

Electric vehicles, ultralight aircraft, solar vs. other 
aircraft, energy comparison, 19-8 
Electric vehicles, video review, EVs & Hydrogen, 
27-78 

Electricity, cartoon describing amps and volts, 25- 
67 

Electricity, history of, ac vs. DC, 8-21 
Electricity, multimeter and Ohm’s law, 16-46 
Electricity, Ohm’s law applications, 4-33 
Electricity, Ohm’s law, definition, 3-40 
Electricity, resistors and diodes, 32-62 
Electricity, shunts, using to measure current, Cu 
shunt table, 6-35 

Electricity, terms: amps, volts, watts, watt-hours, 
amp-hours, 1-35 

Electricity, Back to Basics, definition of electrical 
terms, 29-72 

Electricity, basic, schematics, how to read, 5-35 
Electricity, basic electronics, how transformers and 
LCBs work, 37-40 

Electricity, basics, low voltage wiring techniques, 
sizing, 2-33 

Electricity, DC/PV/wiring, sizing, tables, 18-31 
Electricity, Dr Kluge, induction and magnetism, 35- 
77 

Electricity, Dr Kluge, rms voltage, 32-50 
Electricity, Dr Kluge, terms and laws, 31 -78 
Electricity, Dr Kluge, timers and FETs, description 
of, 34-70 

Electricity, Dr Kluge, transistors, intro to, 33-32 
Electricity, motors, how electric motors work, 34-48 
Electricity, soldering, basic howto, 18-35 
Electricity, soldering, Pensol portable gas soldering 
iron (TtW!), 16-39 

Electromagnetic fields, health effects, 23-24 
Electromagnetic fields, reducing EMF, 24-62 
Electromagnetic fields, homebrew, electromagnetic 
field meter, 23-26 

Electromagnetic fields, instrumentation, simple 
magnetic field meter (homebrew), 34-79 
Emergency equipment. Camp Fires’s B-B-Q Box 
(TtW!), 28-65 

Emergency equipment, emergency micropower 
system, 14-9 

Emergency equipment, emergency power system, 
25-33 

Emergency equipment, micro power systems, 16- 
30 

Emergency equipment, micro system: Sovonics 
PV, Ovonics battery (TtWI), 15-33 
Energy, conversion, terms and units, 19-46 
Energy, hidden energy costs for commercial 
power, 16-21 

Energy, Editorial, freedom offered by RE, 22-35 
Energy, efficiency, appliances that are always on, 
37-46 

Energy, etiquette. Good Manners, 31-36 
Energy, future, musings on utilities, hydrogen, 29- 
28 

Energy, organizations, profile of Redwood Alliance, 
12-22 

Energy, physics, charge/energy and mass/energy, 
8-33 

Energy Fair, ‘92 Midwest RE Fair, 30-10 
Energy Fair, 1993 Midwest RE Fair, 36-6 
Energy Fair, MREF ‘91, 24-32 



Energy Fair, MREF’90, 19-16 
Energy Fair, SEER ‘91 , 25-26 
Energy Fair, SEER ‘92, 31-12 
Energy Fair, The Farm, Summertown, TN ‘90, 18- 
40 

Energy Fair, A Dream, , 12-27 
Energy Fair, Initial Responses, , 13-24 
Energy Fair, Reports, 1990, 19-12 
Engines, battery charger. Heliotrope HC-75 (TtWI), 
17-38 

Engines, fuel, transportation, handling and storage, 
4-18 

Engines, homebrew, electronic ignition, build own , 
7-30 

Fuel cells, EV, intro to, 23-16 
Fuel cells, hydrogen, building a hydrogen fuel cell 
(homebrew), 35-42 

Fuel cells, hydrogen, overview of 5 types, 35-37 
Generators, build a 12 VDC engine/generator, 2-23 
Generators, charging batteries with gas generator, 
3-32 

Generators, book review. The Homebuilt Dynamo, 
32-86 

Generators, engine, choosing, using, 1-19 
Glossary, definition of Home Power terms, 18-52 
Glossary, renewable energy definitions, 39-108 
Greenhouse, PV powered ventilation, 34-55 
Greenhouse, book review. The Hydroponic 
Hothouse (greenhouse), 28-76 
Health & Environment, effects of lighting, 30-32 
Health & Environment, microwaves, what are, 
where from, are they hazardous, 35-67 
Heat, definitions, 2-27 

Heating pad, 12 Volt Products’ heating pad (TtWI), 
29-58 

Heating pad. Electro-bed-warmth 12 VDC bed 
warmer (TtWI), 8-36 
Home & Heart, bicycle grinders, 32-81 
Home & Heart, build a solar barrel composter, 35- 
96 

Home & Heart, earthquake, 29-76 
Home & Heart, food clubs, vacuums, 24-73 
Home & Heart, garlic, fluorescent lights. 
Thermomax water heater, 28-72 
Home & Heart, hand appliances, low flow toilets, 
food coops, 31-87 

Home & Heart, Hawaii RE Food Processing & Eco- 
Tourism, 33-92 

Home & Heart, herbal medicine video, 39-92 
Home & Heart, Maytag washers, vacuums, 23-79 
Home & Heart, open-pollinated seed, box gardens, 

25- 75 

Home & Heart, RE homemakers, 22-71 
Home & Heart, Solar turntable, 34-96 
Home & Heart, Sun Frost refrigerator, gophers & 
garlic, 27-76 

Home & Heart, gas range, Peerless-Premier 
efficient gas cook stove, 40-108 
Home & Heart, house swapping, trading RE 
homes, 37-107 

Home & Heart, refrigeration. Sun Frost and seeds, 

26- 75 

Home & Heart, solar cooking, solar recipes, 41 -95 
Home & Heart, solar food drying, experiences, 30- 
75 

Home & Heart, women, MREF ‘93, 36-86 
Homebrew, DC refrigerator/freezer, 21-8 
Homebrew, DC refrigerator/freezer, insulation, 16- 
48 

Homebrew, electromagnetic meter, 23-26 
Homebrew, Solar Box Cookers, 12-14 
Homebrew, SunSighter (point panels to sun), 26- 
73 

Homebrew, tricks for square wave inverters, 31 -69 
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Homebrew, alternator, build 12 VDC 

engine/generator w/ field controller (homebrew), 
2-23 

Homebrew, Back To Basics (sidebar,regulator), run 
a stereo on battery & solar power, 40-105 
Homebrew, basic. Schematics, how to read, 5-35 
Homebrew, batteries, constant current charging, 
23-69 

Homebrew, batteries, low cost, high/low battery 
voltage alarm, 39-62 

Homebrew, battery, 1 2 or 24 Volt portapower, 24- 
70 

Homebrew, battery charger, constant current 
source, 21-82 

Homebrew, control, switch, voltage controlled, 16- 
50 

Homebrew, control, timer for loads, ac to DC 
conversion, 16-49 

Homebrew, controls, Renavair control panel, w/24 
Volt Mark VI field controller, 22-73 
Homebrew, DC washing machine, converting a 
wringer washer to DC, 40-40 
Homebrew, DC/DC converter, run 12V appliances 
on 24V battery, 3 amps, cheap!, 39-68 
Homebrew, electric fence charger, programmable 
pulse generator, 21-78 

Homebrew, electric vehicle, regenerative braking, 
38-52 

Homebrew, Electric Vehicles, simple, easy to build 
motor controllers/relays, 39-53 
Homebrew, engine, electronic ignition, build own , 
7-30 

Homebrew, fuel cells, building a hydrogen fuel cell, 
35-42 

Homebrew, health & environment, microwave oven 
leakage detector, 35-72 
Homebrew, instrumentation, ac ammeter, 
beginners, 33-82 

Homebrew, instrumentation, ammeter & voltmeter 
(homebrew), 35-92 

Homebrew, instrumentation, ampere-hour meter, 
26-42 

Homebrew, instrumentation, digital ampere-hour 
meter, 30-68 

Homebrew, instrumentation, low voltage detector, 
120 vac, 32-57 

Homebrew, instrumentation, odometer, 26-64 
Homebrew, instrumentation, wattmeter, 30-45 
Homebrew, instrumentation, electromagnetic field 
meter, 34-79 

Homebrew, inverter, 156 Volt DC transformerless 
inverter, 36-71 

Homebrew, lighting, 12 VDC night light, 23-70 
Homebrew, lighting, convert 120vac halogen lamp 
to12VDC, 35-30 

Homebrew, lighting, converting ac lamp to 12 VDC 
quartz halogen, 18-47 
Homebrew, motors, soft-starting, 23-72 
Homebrew, NiCd charger, pulsar PWM charging, 
30-54 

Homebrew, NiCd charger, pulsar PWM charging 
(homebrew), 5-27 

Homebrew, NiCd charger, simple battery charger, 
23-71 

Homebrew, NiCd charger, wall cube replacement, 
26-72 

Homebrew, parts, regulators, three terminal, 
adjustable (TtWI), 6-37 
Homebrew, parts, sources for, catalogs, 8-40 
Homebrew, Portable system, PV charging/ small 
computer or radio, 38-32 

Homebrew, PV, solar sight (sun’s path for winter), 
28-61 

Homebrew, ram pump, build a simple/effective 
hydraulic ram pump, 41-74 
Homebrew, regulator, “latchup” shunt voltage 
regulator, 25-74 
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Homebrew, regulator. Commodore 64, 12 Volt 
regulator, 23-71 

Homebrew, regulator, power point regulator to run 
motor from PVs, 38-72 

Homebrew, regulator, PV direct regulator, 32-46 
Homebrew, regulator, short circuit 35 Amp, 28-57 
Homebrew, regulator, shunt regulator, 18-46 
Homebrew, regulators, DC power supply converter, 
29-69 

Homebrew, solar cooker, build a parabolic solar 
cooker, 37-34 

Homebrew, solar cooker. Heaven’s Flame Solar 
Cooker, 20-27 

Homebrew, solar cooker, HP 1993 cooker contest 
winner, 37-22 

Homebrew, solar cooking, HP’s solar cooker 
contest results, 31-38 

Homebrew, solar food drying, how-to arid climates, 
29-64 

Homebrew, solar food drying, how-to humid 
climates, 29-62 

Homebrew, tracker, active solar tracking, 17-48 
Homebrew, tracker, manual, 13-20 
Homebrew, voltage converter, build a buck 
converter, 37-82 

Homebrew, voltmeter, expanded scale, 2-31 
Homebrew, voltmeter, expanded scale, 12-34 
Homebrew, voltmeter, LED bargraph battery 
voltmeter, 10-26 

Homebrew, watt-hour meter, using 120 volt kWh 
meter, 17-50 

Homebrew, wind, build your own, 12-29 
Homebrew, wind, utility pole & pipe tower, 28-26 
Homebrew, wiring, cables, build for 
battery/inverter, 7-36 
HP Survey, Reader, , 30-66 
HP Survey, Renewable Energy, , 10-25 
Hydro, controlling, 13-35 

Hydro, Energy System & Design’s Stream Engine 
(TtWI), 30-50 

Hydro, induction generators in, 3-17 
Hydro, Lil’ Otto, nano hydro, 13-15 
Hydro, profile of Uncle Len’s story, 3-13 
Hydro, ultra-low head, 23-6 
Hydro, chart, poly pipe table, pressure loss vs, 
gpm, 8-25 

Hydro, chart, PVC pipe table, pressure loss vs. 
gpm, 8-26 

Hydro, LCB, PM generators, 17-39 
Hydro, low-head, Olson, Overshot low head hydro, 
37-6 

Hydro, philosophical, , 2-17 
Hydro, side-bar, the physics of falling water, 37-9 
Hydro, sidebar, hydro turbine runners, 25-12 
Hydro, site survey, solar, hydro, and wind, 21-75 
Hydro, siting, for nano-hydro, 15-17 
Hydro, siting, how to, weir measurement table, 8- 
17 

Hydro, siting, overview, system, 1-7 
Hydro, system, Gaydos, Hydrocharger, 40 ft/8 
gpm. 50 Wp PV, 11-5 

Hydro, system, Higgs, Morgan-Smith turbine, 17 ft 
head/ 10,000 gpm , 25-7 
Hydro, system, Kennedy Creek, 5 systems, high 
head, 100 to 2200 watts, 20-7 
Hydro, system, Nicaragua, 78 ft/160 gpm, 12 V 
lead-acid, 8-13 

Hydro, system, Purcell Lodge, IPD pelton, 315 ft 
head/ 220 gpm, 1 2 kW, 33-1 2 
Hydro, system, Rakfeldt, Harris turbine, 300 ft/400 
gpm, 24 V, 6-5 

Hydro, system, PV/wind/hydro/DHW, Schultze, 
ES&D hydro, 41-6 
Hydrogen, as potential fuel, 21-17 



Hydrogen, cooking with, converting stove top, 33- 
28 

Hydrogen, electrolyzer, making electrolyte, storage 
of, 22-32 

Hydrogen, how to, safety of, 21-55 
Hydrogen, electrolysis, home-sized solar hydrogen 
project, 39-32 

Hydrogen, electrolyzer, description of, 26-34 
Hydrogen, electrolyzer, intro to, calculations, 32-42 
Hydrogen, EV, intro to, 23-16 
Hydrogen, fuel cells, building a hydrogen fuel cell 
(homebrew), 35-42 

Hydrogen, fuel cells, overview of 5 types, 35-37 
Hydrogen, heating, heater conversion gas to 
hydrogen, 34-26 

Hydrogen, system, Schatz experimental 
PV/hydrogen, 22-26 

Hydrogen, video review, EVs & Hydrogen, 27-78 
Index, HP#1 — HP#11, 11-51 
Index, HP#1 — HP#23, 24-92 
Index, HP#1 — HP#30, 30-109 
Index, HP#12 — HP#17, 18-50 
Index, HP#1-HP#36, 36-106 
Instrumentation, digital multimeter and Ohm’s law, 
16-46 

Instrumentation, RMS Datalogger (TtWI), 34-76 
Instrumentation, ampere-hour meter. Ample Power 
Company’s Energy Monitor (TtWI), 20-40 
Instrumentation, ampere-hour meter. Cruising 
Equipment’s Amp-Hour +2 Meter (TtWI), 26-59 
Instrumentation, ampere-hour meter. Digital Amp- 
Hour Meter (TtWI), 16-40 
Instrumentation, ampere-hour meter, homebrew, 
26-42 

Instrumentation, ampere-hour meter, Steamco 
Solar SPM2000 (TtWI), 27-56 
Instrumentation, ampere-hour meter, Thomson & 
Howe Ampere-hour Meter (TtW!), 11-39 
Instrumentation, Electric vehicles, 

instrumentation/gauges for the working EV, 39- 
58 

Instrumentation, for system, shunt table, 
multimeter, amp-hr meter, voltmeter 
(homebrew), 24-42 

Instrumentation, homebrew, ac ammeter, 
beginners, 33-82 

Instrumentation, homebrew, digital amp-hour 
meter, 30-68 

Instrumentation, homebrew, electromagnetic field 
meter, 34-79 

Instrumentation, homebrew, low voltage detector, 
120 vac, 32-57 

Instrumentation, homebrew, wattmeter, 30-45 
Instrumentation, homebrew sidebar, ammeter & 
voltmeter, 35-92 

Instrumentation, multimeter, and Ohm’s law, 16-46 
Instrumentation, multimeter, Beckman 2020 digital 
multimeter (TtWI), 32-54 

Instrumentation, multimeter. Cygnet M-32 Battery 
Monitor (TtW!), 26-62 

Instrumentation, multimeter. Fluke 87 DMM, 15-41 
Instrumentation, system monitor, Offgrid’s Power 
Meter 15 (TtWI), 25-61 

Instrumentation, tech notes, formula/using grid 
meter to figure watts/hrs, 34-30 
Instrumentation, tech notes, PV module angle 
indicator, 32-67 

Instrumentation, voltmeter, LED bargraph battery 
voltmeter (homebrew), 10-26 
Instrumentation, voltmeter, SunAmp’s Bar Graph 
Voltmeter (TtWI), 22-55 

Instrumentation, voltmeter, voltmeter (homebrew), 
2-31 

Instrumentation, voltmeter, voltmeter, expanded 
scale (homebrew), 12-34 
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nstrumentation, watt-hour meter, using 120 volt 
kWh meter (homebrew), 17-50 
nstrumentation, wind, NRG Sou’wester & 2100 
Totalizer (TtW!), 28-55 

nstrumentation, wind, odometer (homebrew), 26- 
64 

nstrumentation, wind. Trade Wind’s wind 
odometer (TtW!), 22-53 
nternationai, Chile, wind, photovoltaics, solar 
cooking, 28-20 

nternationai, El Salvador, photovoltaics and solar 
ovens, 35-58 

nternationai, Guyana, PV powered health care in, 

20- 37 

nternationai, Nicaragua, hydro in, 78 ft/160 gpm, 

12 V lead-acid, 8-13 

nternationai. South America, PV refrigerators in, 

21 - 20 

nternationai, Photovoltaics, solar in Eastern Africa, 
41-20 

nternationai, photovoltaics, PV in rural Chinese 
village, 41-32 

nternationai, solar cooking, how soiar cooking 
changed a Chilean village, 41-28 
nternationai, system, Mexico, Chatuco, PV: 960 
Wp 24 VL-A, 10-5 

nternationai, system. New Zealand, PV/wind, 
Soma 300 W, PV/wind hybrid economics, 18-21 
nternationai, systems, Colombia, PV system for 
health center, 32-99 

nternationai, systems, El Salvador, PVs in, 31-28 
nternationai, systems, PV for medical clinic in 
Vietnam, 38-46 

nternationai, systems, PV in Honduras, Central 
America, 34-14 

nternationai, systems, PV in Sri Lanka, 37-19 
nverters, appliances on, 14-1 1 
nverters, basics, 1-22 

nverters, comparison of 12 makes, 36 models, 36- 
34 

nverters, comparison, SEER ‘90, 19-29 
nverters, Dynamote’s 2.4 kW. sine wave (TtWI), 
31-54 

nverters, electrical noise and inverter filters, 14-35 
nverters, Exeltech SI-250 (TtWI), 27-53 
nverters. Heliotrope PSTT 2.3 kW (TtWI), 3-29 
nverters, how they work, 23-53 
nverters, PowerStar POW200 (TtWI), 15-36 
nverters, PowerStar’s UPG1300 (TtWI), 22-22 
nverters, Statpower’s PROwatt 600 (TtWI), 20-48 
nverters. Trace 1512 with charger (TtWI), 2-29 
nverters. Trace 2012 (new) with charger (TtW!), 
25-58 

nverters. Trace 2012 with charger (TtWI), 8-29 
nverters. Trace 2512 (TtWI), 35-74 
nverters. Trace 2524 w/charger (TtWI), 16-42 
nverters. Trace 812SB (TtWI), 28-53 
nverters. Trace upgrade, 22-57 
nverters, basics, what is, history, 32-22 
nverters, computers, how computers/printers run 
on mod sinewaves, 40-32 
nverters, homebrew, 156 Volt DC transformerless 
inverter, 36-71 

nverters, homebrew, tricks for square wave 
inverters, 31 -69 

nverters, safety, fuses for/wiring protection, 24-66 
nverters, sine wave, Exeltech 1000 watt sine wave 
(TtWI), 39-74 

nverters, tech notes, 3 ways to keep inverter buzz 
out of telephones, 38-78 
nverters, wiring, to mains panei, 11-23 
Lighting, environmental effects of, 30-32 
Lighting, incandescent vs halogen vs. fluorescent, 
ac vs. DC, 9-20 

Lighting, 12 VDC, converting ac lamp to quartz 
halogen (homebrew), 18-47 



Lighting, 12 VDC, fluorescent and incandescent, 1- 
31 

Lighting, 12 VDC, LED Christmas lights (TtWI), 8- 
37 

Lighting, 12 VDC, LED flashlight lamps (TtWI), 34- 
68 

Lighting, 12 VDC, night light (homebrew), 23-70 
Lighting, 12 VDC, Northern Lites’ tail-light bulb 
adapters (TtWI), 4-28 

Lighting, 12 VDC, Solar Retrofit’s Fluorescent 
(TtWI), 4-27 

Lighting, 120 vac, compact fluorescent 
comparison, 20-15 

Lighting, 120 vac, compact fluorescent 
comparison, DC lights, 16-27 
Lighting, 120 vac, compact fluorescents, 
description of, 20-20 

Lighting, 120 vac, incandescent vs. fluorescent, on 
inverters, 3-41 

Lighting, 12VDC, 12VDC quartz halogen/20W 
(TtWI), 40-92 

Lighting, DC, Tek-Tron 12VDC compact 
fluorescent(TtWi), 41-82 
Lighting, efficiency, retrofit of school 
w/fluorescents, 32-38 

Lighting, halogen, GE’s Halogen-IR™ PAR 38 
(TtWI), 38-76 

Lighting, homebrew, convert 120vac halogen lamp 
to12VDC, 35-30 

Linear Current Boosters, basics, using, 6-12 
Linear Current Boosters, Bobier’s LCB 40 (TtWI), 
29-53 

Linear Current Boosters, LCB 3-4-8 for Water 
Pumping (TtWI), 12-19 
Linear Current Boosters, with hydro PM 
generators, 1 7-39 

Linear Current Boosters, basic electronics, how 
transformers and LCBs work, 37-40 
Linear Current Boosters, DC to DC converter, long 
distance power transmission for, 28-34 
Linear Current Boosters, pumps, how to run 24V 
pump W/48V battery, 40-70 
Linear Current Boosters, with photovoltaics, Kuff, 
472 Wp, 1 2 V L-A. LCB, 700 ft from PV to 
battery, 25-16 

Maximum power point tracking, controls, 
description of, 29-34 

Methane, methane gas, air collector, passive 
batch water heater, 17-19 
Methane, animal treatment, retaining heat, 27-44 
Methane, basics, low pressure storage tank, 26-24 
Methane, chemistry, pH balance, heat, 28-39 
Methane, tank insulation, heat, raw material 
requirements, 30-42 

Methane, digester, improvements to , 40-82 
Motors, electricity, how electric motors work, 34-48 
Motors, homebrew, soft-starting, 23-72 
Multimeters, and Ohm’s law, 16-46 
Multimeters, Beckman 2020 digital multimeter 
(TtWI), 32-54 

Multimeters, Fluke 87 DMM, 15-41 
Multimeters, instrumentation. Cygnet M-32 Battery 
Monitor (TtWI), 26-62 

National Electric Code, and inspector, 33-76 
National Electric Code, basics, 8-27 
National Electric Code, changes for 1996 code, 36- 
75 

National Electric Code, conductors, 31-74 
National Electric Code, short circuit protection for 
wiring, 38-85 

National Electric Code, standards, 35-87 
National Electric Code, SWRES Research, 13-42 
National Electric Code, batteries, UL listed flexible 
battery cables, 41-84 

National Electric Code, battery, battery safety, 40- 
94 



National Electric Code, cable ampacity, using the 
proper size and type of wire/cable, 37-93 
National Electric Code, Code Corner, disconnects, 
19-42 

National Electric Code, Code Corner, disconnects, 
21-53 

National Electric Code, Code Corner, 
grounding/isolation, 25-65 
National Electric Code, Code Corner, 

grounding/overcurrent protection/fuses, 16-31 
National Electric Code, Code Corner, history, 
relevance to PV, 20-54 

National Electric Code, Code Corner, law, relation 
to, 23-74 

National Electric Code, Code Corner, load 
circuits/wiring, 22-68 

National Electric Code, Code Corner, surge and 
lightning protection, 32-68 
National Electric Code, Code Corner/safety, and 
PV- powered pumping, 26-57 
National Electric Code, grounding, basics, 18-26 
National Electric Code, grounding, guidelines, 25- 
42 

National Electric Code, grounding, how to, 28-46 
National Electric Code, grounding, inverter 
grounding, 30-64 

National Electric Code, grounding, inverter 
grounding, 34-85 

National Electric Code, grounding, why ground, 27- 
47 

Pedal power, basics, 23-48 
Pedal power, charging batteries, 31 -50 
Pedal power, and photovoltaics, Haaren/Abbott, 36 
W, PV:65 Wp, 12 VL-A, 12-13 
People, profile of Uncle Len’s story, 3-13 
People, renewable energy networking, Soi Sisters, 

19- 55 

People, Sun Frost’s Larry Schlussler, interview, 25- 
22 

People, kids, planetary citizens, amateur radio, 5-5 
People, organization, profile of Redwood Alliance, 
12-22 

Photovoltaics, ancient PV panel (TtWI), 10-31 
Photovoltaics, Carrizo Copper Quadlams (TtWI), 
39-71 

Photovoltaics, cells per panel, 3-9 
Photovoltaics, concentrators, 19-27 
Photovoltaics, economics for home power systems, 

20- 39 

Photovoltaics, economics for home power systems, 
1-11 

Photovoltaics, how they work, 20-31 
Photovoltaics, how they work, physics of, 23-37 
Photovoltaics, hybrid PV/hot air linear concentrator, 
5-14 

Photovoltaics, installing/wiring/mounting, 2-1 1 
Photovoltaics, mounting and junction box 
comparison, 33-22 
Photovoltaics, pond aeration, 23-42 
Photovoltaics, repairing glass, 21-12 
Photovoltaics, setting optimum angle, discussion, 
36-14 

Photovoltaics, Sovonics panel (TtWI), 15-33 
Photovoltaics, wiring non-identical panels, 27-22 
Photovoltaics, Ask NREL, breakthrough in low cost 
efficient PV, 40-98 

Photovoltaics, Ask NREL, differences in PV 
technologies, 39-84 

Photovoltaics, Ask NREL, Why are pv moduies 
blue?, 38-88 

Photovoltaics, Back To Basics, run a stereo on 
battery & solar power, 40-104 
Photovoltaics, batteries, charging small NiCds, 19- 
18 

Photovoltaics, concentrating tracked arrays, 

Midway PV concentrators, 40-28 
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Photovoltaics, education/kids, solar battery 
charging (teaching plan, part 1), 16-14 
Photovoltaics, homebrew, solar sight (sun’s path 
for winter), 28-61 

Photovoltaics, homebrew, SunSighter (point panels 
to sun), 26-73 

Photovoltaics, international, PV in rural Chinese 
village, 41-32 

Photovoltaics, international, solar in Eastern Africa, 
41-20 

Photovoltaics, overview, wind hybrid, basics of 
wind, wind/PV hybrid, PURPA, 22-18 
Photovoltaics, pumping, basics, 11-15 
Photovoltaics, pumping, deep wells, 6-27 
Photovoltaics, pumping, intro to, 5-21 
Photovoltaics, PV panel design, construction of a 
PV module to power a racecar, 37-52 
Photovoltaics, PVs/tracker, Wallin, PV 
system/Wattsun tracker in MT, 40-14 
Photovoltaics, rack mount. Backwoods Solar 
Electric PV Rack (TtW!), 1 1 -41 
Photovoltaics, racks, Echolite PV mounting 
brackets (TtW!), 12-31 

Photovoltaics, racks, metal choices, construction, 
22-41 

Photovoltaics, site survey, solar, hydro, and wind, 
21-75 

Photovoltaics, siting. Solar Pathfinder (TtWI), 16-44 
Photovoltaics, system design, basics (simple 
starter system), 25-48 

Photovoltaics, system, PV/wind/hydro/DHW, 
Schultze, tracked array, 41-6 
Photovoltaics, systems, LaForge, 2 PV systems — 
w/power sheds, 40-6 

Photovoltaics, systems, Millsapps, integrating PV 
with Utility Power, 39-6 

Photovoltaics, systems, Wheeler, PV observatory 
& home for $71 00, 39-1 4 
Photovoltaics, teaching kids, PV, batteries, loads 
(teaching plan, part 2) , 15-5 
Photovoltaics, testing and rating, Hoxan, 25-70 
Photovoltaics, testing and rating, Hoxan PV Test 
Erratum, 26-69 

Photovoltaics, testing and rating, meaning, 23-40 
Photovoltaics, testing and rating, procedure, 23-20 
Photovoltaics, testing and rating, summer PV 
performance, 24-26 

Photovoltaics, testing and rating, winter PV 
performance, 33-17 

Power Politics, call to put solar on White House, 
34-83 

Power Politics, Clinton appointees, 33-73 
Power Politics, get out the vote, 30-38 
Power Politics, Impact of NAFTA on RE & 
environment, 39-86 

Power Politics, letter to put solar on the White 
House, 35-86 

Power Politics, modern energy trends, global 
warming, NAFTA, 38-68 
Power Politics, national energy bill, 32-72 
Power Politics, recycling nuclear sites to solar 
sites, 41-87 

Power Politics, review of presidential candidates, 
31-46 

Power Politics, energy subsidies, energy subsides 
and externalities, 37-85 

Power Politics, utilities, utilities, nukes & the energy 
budget, 40-100 

Pumps, drilling a water well, 33-54 

Pumps, High Lifter water pump (TtWI), 23-58 

Pumps, PV powered, basics, 11-15 

Pumps, PV powered, for deep wells, 6-27 

Pumps, PV powered, intro to, 5-21 

Pumps, ac, inverter powered, submersible, 17-25 

Pumps, ac vs DC, choosing a water pump, 40-78 



Pumps, DC, DC booster pumps & pressure tanks, 
39-20 

Pumps, DC, DC subpump installation, 38-22 
Pumps, DC, PV Powered Econsub Pump (TtWI), 

13- 22 

Pumps, DC, PV powered, submersible, installation, 

31- 17 

Pumps, homebrew, build a simple/effective 
hydraulic ram pump, 41-74 
Pumps, linear current booster, how to run 24V 
pump W/48V battery, 40-70 
Pumps, linear current booster, LCB 3-4-8 for Water 
Pumping (TtWI), 12-19 

Pumps, NEC/safety, and PV- powered pumping, 
26-57 

Pumps, ram, Ciotti, 816 Wp, 12 V NiCd Clivus 
Multrum, 28-11 

Pumps, ram. Folk Ram Pumps (TtWI), 40-44 
Pumps, water-powered, RIFE ram pump, 37-6 
Radiant heat barriers, basics, 28-43 
Radio, antennas/coaxial cable/CB Radio, 3-36 
Radio, Sangean ATS-803A AM/FM/SW Radio 
Receiver (TtWI), 19-47 
Radio, amateur, basics, history, rules, 5-31 
Radio, amateur, communications in the country, 2- 
16 

Radio, amateur, getting started, 33-65 
Radio, amateur, HP Hams for NASA Experiment, 
26-74 

Radio, amateur, PV powered Ham station, 33-62 
Radio, antenna. The Select-A-Tenna (TtW!), 18-28 
Radio, antenna, TV/FM antennas, 11-25 
Radio, kids, planetary citizens, amateur radio, 5-5 
Radio, kids, PV, Boy Scouts, Amateur radio, 32-71 
Radiotelephone, basics, 7-32 
Radiotelephone, basics, different types and sizes, 

32- 34 

Radiotelephone, group system, 12-32 
Radiotelephone, RCC and IMTS comparison, 4-29 
Radiotelephone, Telemobile radio telephone 
system (TtWI), 8-38 

Radiotelephone, Telenexus Phone Line Extender, 

14- 35 

Recreational Vehicles, photovoltaics, at camp 
ground, 258 Wp, 12 V L-A, 20-12 
Recreational Vehicles, photovoltaics, Gilbert, 
motorhome, 750 Wp, 12 V L-A, 24-40 
Recreational Vehicles, sailboat, homemade 2 Amp 
wind generator, 5-9 

Recreational Vehicles, sailboat, Oldfield, PV and 
wind, 18-16 

Recreational Vehicles, space heating, hydronic 
heating system, 26-53 

Recreational Vehicles, systems, PV travel trailer 
system for under $2000, 38-12 
Refrigeration, ice farming, 21-66 
Refrigeration, Sun Frost’s Larry Schlussler, 
interview, 25-22 

Refrigeration, Home & Heart, Sun Frost and seeds, 
26-75 

Refrigeration, homebrew, 12 Volt home-made 
chest type, 38-9 

Refrigeration, homebrew, DC refrigerator/freezer, 
21-8 

Refrigeration, homebrew, DC refrigerator/freezer, 
insulation, 16-48 

Refrigeration, international, PV refrigerators in 
South America, 21-20 
Refrigeration, safety, gas appliances, 24-67 
Refrigeration, Sun Frost, Sun Frost RF-12 
Refrigerator/Freezer (TtWI), 5-33 
Regulator, Backwoods Solar’s PV controller (TtWI), 
7-34 

Regulator, Enermaxer voltage regulator, 7-19 
Regulator, Heliotrope CC-20 charge controller 
(TtWI), 13-36 



Regulator, Heliotrope CC-60 charge controller 
(TtWI), 8-31 

Regulator, PV direct regulator (homebrew), 32-46 
Regulator, SunAmp Power Co’s PV regulator 
(TtWI), 19-48 

Regulator, Back To Basics (sidebar, homebrew), 
run a stereo on battery & solar power, 40-1 05 
Regulator, DC to DC converter, long distance 
power transmission for, 28-34 
Regulator, homebrew, “latchup” shunt voltage 
regulator, 25-74 

Regulator, homebrew, DC power supply converter, 
29-69 

Regulator, homebrew, power point regulator to run 
motor from PVs, 38-72 

Regulator, homebrew, short circuit 35 Amp, 28-57 
Regulator, homebrew, shunt, 18-46 
Regulator, homebrew, voltage sensing switch, 33- 
80 

Regulator, NiCd battery charger, wall cube 
replacement (homebrew), 26-72 
Regulator, parts, three terminal, adjustable (TtWI), 
6-37 

Safety, Ananda’s 400 Amp Safety Switch (TtWI), 
27-58 

Safety, Ananda’s Power Center IV (TtWI), 29-56 
Safety, basics of overcurrent protection, 29-38 
Safety, battery short circuit protection, 17-37 
Safety, battery/inverter fused disconnects, circuit 
resistance, 21-47 

Safety, Care-Cover 120 vac outlet covers (TtWI), 
10-33 

Safety, batteries, overcurrent protection devices, 
27-26 

Safety, electric vehicles, safety disconnects, circuit 
breakers, fuses, 38-60 
Safety, EV races, safety in, 30-22 
Safety, grounding, and lightning protection, 6-16 
Safety, grounding, guidelines, 25-42 
Safety, grounding, why ground/NEC, 27-47 
Safety, inverters, fuses for/wiring protection, 24-66 
Safety, NEC, 12/24 Volt, plugs, wiring, 7-27 
Safety, NEC, and PV- powered pumping, 26-57 
Safety, NEC, basics, 8-27 
Safety, NEC, grounding/isolation, 25-65 
Safety, NEC, grounding/overcurrent 
protection/fuses, 16-31 

Safety, NEC/Code Corner, disconnects, 19-42 
Safety, NEC/grounding, basics, 18-26 
Safety, refrigerators, & gas appliances, 24-67 
Safety, tech notes, battery safety, 27-69 
Safety, wind, lightning protection/grounding, 24-53 
Safety, wiring, connections, splicing, 14-36 
Sanitation, composting toilet, Ciotti, 816 Wp, 12 V 
NiCd, ram pump. Clivus Multrum, 28-1 1 
Sanitation, graywater & composting toilet, CCAT, 
PV: 450 Wp, 12 V L-A. Wind: 500 W, 32-6 
Sewing machine, conversion, electric to treadle, 
18-48 

Sewing machine, homebrew, converting electric to 
hand-powered, 17-59 

Shunts, using to measure current, Cu shunt table, 
and multimeter, 6-35 

Solar Cooking, ‘92 World solar cooking conference, 
31-64 

Solar Cooking, basics, history, 7-15 
Solar Cooking, Recipes, 20-29 
Solar Cooking, SBCI’s Solar Cooker Kit (TtWI), 29- 
60 

Solar Cooking, Solar box cookers, resources, 9-36 
Solar Cooking, Solar Gourmet solar cooker kit 
(TtWI), 24-59 

Solar Cooking, The Sun Oven (TtWI), 19-44 
Solar Cooking, basics, how the geometry of light 
affects design, 39-78 
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Solar Cooking, book review, Heaven’s Flame, 19- 

52 

Solar Cooking, contest, HP 1993 cooker contest, 
37-22 

Solar Cooking, Home & Heart, solar recipes, 41-95 
Solar Cooking, homebrew, HP’s solar cooker 
contest results, 31-38 

Solar Cooking, homebrew. Solar Box Cookers, 12- 
14 

Solar Cooking, homebrew parabolic cooker, build a 
parabolic solar cooker, 37-34 
Solar Cooking, international, how solar cooking 
changed a Chilean village, 41-28 
Solar Cooking, kids. Kid’s Corner: solar oven 
designs, 27-74 

Solar Cooking, kids. Kid’s Corner: soiar oven 
designs, 30-74 

Solar distillation, purifying sea water, 10-29 
Solar distillation, two models of solar distillers, 36- 
62 

Solar Food Drying, Home & Heart, experiences, 
30-75 

Solar Food Drying, homebrew, how-to arid 
climates, 29-64 

Solar Food Drying, homebrew, how-to humid 
climates, 29-62 

Solar space heating, air coilector, passive batch 
water heater, methane gas, 17-19 
Solar space heating, how hot air collectors work, 
25-53 

Solar space heating, hybrid PV/hot air linear 
concentrator, 5-14 

Solar space heating, architecture, sunspace, 
trombe wali, radiant floor heat, direct gain, 32-28 
Solar space heating, architecture, glass and 
glazing choices, 30-26 
Solar water heating, basics, 27-42 
Solar water heating, basics, comparison of various 
systems, 19-35 

Solar water heating, economics, 27-64 
Solar water heating, active, overview, 25-37 
Solar water heating, active, Simko, Whisper 1000, 
PV: 288 Wp, 36 V. hot water, 36-18 
Solar water heating, active. Thermomax, Walker, 
480 Wp, 12 V L-A, pump, 34-6 
Solar water heating, active, geyser. Copper 
Cricket, 21 -43 

Solar water heating, active, geyser pump. Copper 
Cricket, 8-20 

Solar water heating, air & liquid collectors, basic 
types, 40-36 

Solar water heating, passive, batch solar water 
heaters, 31-61 

Solar water heating, passive, batch, 

D’Angelo/CMC, 17-19 

Solar water heating, passive. Bridges, 470 Wp 12 

V L-A, 12-5 

Solar water heating, passive, coils of black ABS 
tubing, space heating, dome, 36-26 
Solar water heating, passive, simple black tube 
system (homebrew), 11-19 
Solar water heating, passive, Stiliman, 400 Wp, 24 

V L-A, 22-6 

Solar water heating, passive, thermosiphon heat 
exchanger, 24-64 

Solar water heating, passive, thermosiphon 
system, 22-38 

Solar water heating, system, PV/wind/hydro/DHW, 
Schultze, Thermomax, 41-6 
Soldering, Pensol portable gas soldering iron 
(TtW!), 16-39 

Soldering, basics, how to, 18-35 

Space heating, gas furnace retrofit, 4-21 

Space heating, RV, hydronic heating system, 26- 

53 



Space heating, wood, radiant floor system, Simko, 
Whisper 1000, PV: 288 Wp, 36 V., 36-18 
Steam, how to, safety of, 21-55 
System design, 12V to 24V conversion, 41-16 
System design, basics, 3-6 
System design, basics, 12-10 
System design, basics, 21-67 
System design, conservation, heat, 10-21 
System design, consumption, appliance choices, 
21-68 

System design, sizing components for 
photovoltaic/generator system, 4-44 
System design, sizing system voltage, 4-12 
System design, sizing system voltage, 5-12 
System design. Back to Basics, how-to figure 
energy use, 27-71 

System design. Back to Basics, sizing PV power 
and battery, 32-78 

System design, basics, size, costs, batteries, 
inverters, PVs, hydro, wind, 22-59 
System design, conservation, appliances, finding 
phantom loads, 14-13 

System design, DC wiring, sizing, table, voltage 
drop, applications, 14-32 
System design, DC wiring, sizing,table, voltage 
drop, applications (correct in #14), 13-32 
System design, hydro siting, for nano-hydro, 15-17 
System design, hydro siting, how to, weir 
measurement table, 8-1 7 

System design, hydro siting, overview, system, 1-7 
System design, overview, basic concepts of 
system design, 40-72 

System design, PV, basics (simple starter system), 
25-48 

System design, PV, economics for home power 
systems, 1 -1 1 

System design, site survey, solar, hydro, and wind, 
21-75 

System design, tech notes, installer tips, 33-78 
System design, wind, siting, 1-16 
Systems, maintenance, preparing for winter, 14-7 
Systems, conservation, in the city, 22-1 1 
Systems, emergency, micro system: Sovonics PV, 
Ovonics battery(TtWi), 15-33 
Systems, emergency, micropower system, 14-9 
Systems, emergency, power system, 25-33 
Systems, emergency use, after fire, photovoltaics 
on temporary housing, 34-37 
Systems, hydro, 120 vac, 13 ft. overshot water 
wheel, 37-6 

Systems, hydro, Higgs, Morgan-Smith turbine, 17 ft 
head/ 10,000 gpm , 25-7 

Systems, hydro, Kennedy Creek, 5 systems, high 
head, 100 to 2200 watts, 20-7 
Systems, hydro, Nicaragua, 78 ft/160 gpm, 12 V 
lead-acid, 8-13 

Systems, hydro, Purcell Lodge, IPD pelton, 315 ft 
head/ 220 gpm, 1 2 kW, 33-1 2 
Systems, hydro, Rakfeldt, Harris turbine, 300 ft/400 
gpm, 24 V, 6-5 

Systems, hydro/photovoltaics, Gaydos, 

Hydrocharger, 40 ft/8 gpm. 50 Wp PV, 1 1 -5 
Systems, hydro/photovoltaics, Lil Otto hydroworks, 
40 ft/ 9 gpm, PV: 168 Wp, 15-14 
Systems, hydro/PV/tracker, Independent P&L, 210 
ft/25 gpm, PV: 1450 Wp, 17-6 
Systems, hydrogen, Pyle, et al home-sized solar 
hydrogen project, 39-32 

Systems, international, Chatuco, PV: 960 Wp 24 V 
L-A, 10-5 

Systems, international, Colombia: PV, 612 Wp, 12 
V nickel-iron, 32-99 

Systems, international, El Salvador, photovoltaics 
and solar ovens, 35-58 

Systems, international, El Salvador, PVs in, 31-28 



Systems, international. New Zealand, Soma 300 
W, PV/wind hybrid economics, 18-21 
Systems, international, PV for medical clinic in 
Vietnam, 38-46 

Systems, international, PV in Honduras, Central 
America, 34-14 

Systems, international, PV in Sri Lanka, 37-19 
Systems, international, PV powered health care in 
Guyana, 20-37 

Systems, international, PV refrigerators in South 
America, 21-20 

Systems, pedal power, basics, 23-48 
Systems, pedal power, pedal powered charging, 
31-50 

Systems, pedal power/photovoltaics, 

Haaren/Abbott, 36 W, PV: 65 Wp, 12 V L-A, 12- 
13 

Systems, photovoltaics, Ananda, powers 4 homes, 
6600 Wp, 24 V, 24-14 

Systems, photovoltaics, Andrews, 96 Wp, 12 V L- 
A, 13-5 

Systems, photovoltaics, Battagin, 204 Wp, 24 V L- 
A, solar welding, manual tracker, 33-6 
Systems, photovoltaics. Bridges, 470 Wp 12 V L-A, 
solar hot water, 12-5 

Systems, photovoltaics. Chase, 658 Wp, 12 V 
lead-acid, 31-6 

Systems, photovoltaics, Ciotti, 816 Wp, 12 V NiCd, 
ram pump. Clivus Multrum, 28-6 
Systems, photovoltaics, Flett, 384 Wp, 12 V L-A, 
13-7 

Systems, photovoltaics, Hawes, straw bale home, 
PV:408 Wp, 12 V L-A, 35-62 
Systems, photovoltaics, Hodgdon & Burgess, 200 
Wp, ac sub pump, 23-12 

Systems, photovoltaics, Hoffman, 228 Wp, 12 V L- 
A, 7-5 

Systems, photovoltaics. Home Power, 155 Wp, 12 
V L-A, 7-9 

Systems, photovoltaics. Home Power, 400 Wp, 12 
L-A, 16-7 

Systems, photovoltaics, Kuff, 472 Wp, 12 V L-A. 

LCB, 700 ft from PV to battery, 25-16 
Systems, photovoltaics, LaChapelle & Hunt, 400 
Wp, 12 V L-A, 17-13 

Systems, photovoltaics, Markatos, dome, 735 Wp, 
12 V lead-calcium gel, 32-14 
Systems, photovoltaics, McCoy & Reisling, 360 
Wp, 12 V L-A, passive solar, rain pond, 24-6 
Systems, photovoltaics, Phelps, 576 Wp, 24 V L-A, 
24-22 

Systems, photovoltaics, Robishaw & Schmeck, 140 
Wp, 12 V L-A + NiCds, earth bermed, 35-6 
Systems, photovoltaics. Rook, 714 Wp, 24 V NiCd, 
log cabin, 27-6 

Systems, photovoltaics, Stiliman, 400 Wp, 24 V L- 
A, solar hot water, 22-6 

Systems, photovoltaics. The Wizard, 48 Wp, 12 V 
NiCd, 15-31 

Systems, photovoltaics. Walker, 480 Wp, 12 V L-A, 
pump, solar hot water, 34-6 
Systems, photovoltaics. Ward, 90 Wp, 12 V lead- 
acid, 30-6 

Systems, photovoltaics, portable, charging small 
batteries for radio, 33-68 
Systems, photovoltaics, portable, hermit power 
box, 48 Wp, 1 2 V nicad, 28-1 6 
Systems, photovoltaics, portable, in garden cart, 
105 Wp, 12 V L-A, 29-14 

Systems, photovoltaics, portabie, Voltar, in pickup, 
tracker, 945 Wp, 28-30 

Systems, photovoltaics, portable, Yoder, juicer 
business, 65 Wp, 12 V L-A, 35-14 
Systems, photovoltaics, portable , on cart, 10 Wp, 
12 V, 31-22 

Systems, photovoltaics, urban, Burckhard, 1250 
Wp, 24 V lead acid, 29-18 
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Systems, photovoltaics, urban, Drake, 700 Wp, 12 

V L-A, 21-6 

Systems, photovoltaics, urban, Potts, 250 Wp, 12 

V L-A. economics of, 21-25 

Systems, photovoltaics, urban, SEI, stand alone, 
450 Wp, 12VNiCd, 26-6 
Systems, photovoltaics/generator, Pryor, 200 Wp, 
12 V L-A, 2-7 

Systems, photovoltaics/tracker, Murray, 400 Wp, 

12 V L-A, 9-5 

Systems, Portable system, PV charging/ small 
computer or radio, 38-32 
Systems, PV, LaForge, 2 PV systems — w/power 
sheds, 40-6 

Systems, PV, pond aeration, 23-42 
Systems, PV, Wheeler, PV observatory & home for 
$7100, 39-14 

Systems, PV hydrogen, Schatz experimental 
PV/hydrogen, 22-26 

Systems, PV, urban, O’Neal & Burke, small PV 
system in the city, 37-13 

Systems, PV/ wind water pumping, Cunningham, 
PV powered earth sheltered dome, 38-6 
Systems, PV/grid, Millsapps, integrating PV with 
Utility Power, 39-6 

Systems, PV/tracker, Wallin, PV system/Wattsun 
tracker in MT, 40-14 

Systems, PV/wind, Elliot, machine shop & home, 
grid back-up, 38-16 

Systems, PV/wind/hydro/DHW, Schultze, 
homestead, 41 -6 

Systems, recreational vehicle, PV travel trailer 
system for under $2000, 38-12 
Systems, recreational vehicles, at camp ground, 
photovoltaics 258 Wp, 12 V L-A, 20-12 
Systems, RV, PV, Gilbert, motorhome, 750 Wp, 12 

V L-A, 24-40 

Systems, shorties, photovoltaics, 1 9-49 
Systems, shorties, photovoltaics, wind, on a 
budget, 18-44 

Systems, shorties, wind, photovoltaics, solar hot 
water, rainwater, cogen, 20-50 
Systems, shorties, wind, PV, generator, temporary, 
17-46 

Systems, solar water/space heating, 
D’Angelo/CMC, 17-19 

Systems, tract home, Kyocera, 6372 Wp, 48 V, 325 

V lead-acid, 16-35 

Systems, utility intertie, PURPA, equipment, 
requirements, pros & cons, 32-25 
Systems, utility intertie, rate systems, 33-49 
Systems, utility intertie, rate systems, 33-49 
Systems, wind, on sailboat, homemade 2 Amp 
wind generator, 5-9 

Systems, wind/photovoltaics, Ames, Bergey 1 kW, 
PV: 190 Wp, 4-5 

Systems, wind/photovoltaics. Cook, Northern 
Power 3.5 kW, PV: 2560 Wp, 120 V, , 29-6 
Systems, wind/photovoltaics, Davenport, 200 W 
Wincharger, PV: 320 Wp, 12 V L-A, refrig, 21-8 
Systems, wind/photovoltaics. Home Power, PV: 
1400 Wp, wind: 800 W Survivor, 12 V nicad, 30- 
101 

Systems, wind/photovoltaics, Linn, PV: 880 Wp, 
homemade wind, 24 V NiCd, 26-16 
Systems, wind/photovoltaics, Millard, Electro 6 kW, 
PV: 1300 Wp, tracker, 10-17 
Systems, wind/photovoltaics, on sailboat, Oldfield, 
PV and wind, 18-16 

Systems, wind/photovoltaics, Rassman 2.8 kW 
Jacobs, PV: 370 Wp, 342 V L-A, 1 1 -9 
Systems, wind/photovoltaics, Simko, Whisper 
1000, PV: 288 Wp, 36 V. hot water, 36-18 
Systems, wind/photovoltaics, Swisher, 200 W 
Wincharger, PV: 280 Wp, 12 V L-A, 21-14 



Systems, wind/photovoltaics, urban, CCAT, PV: 
450 Wp, 12 V L-A. Wind: 500 W. graywater, 32- 
6 

Tech Notes, instrumentation, formula/using grid 
meter to figure watts/hrs, 34-30 
Tech Notes, inverter, 3 ways to keep inverter buzz 
out of telephones, 38-78 
Telephone, basics of radiotelephones, 7-32 
Telephone, group radiotelephone system, 12-32 
Telephone, RCC and IMTS comparison, 4-29 
Telephone, Telemobile radio telephone system 
(TtW!), 8-38 

Telephone, Telenexus Phone Line Extender, 14-35 
Telephone, radio telephones, system basics, 
different types and sizes, 32-34 
ThermoElectric Generation, basics, 36-47 
Trackers, Wattsun PV tracker (TtW!), 25-56 
Trackers, homebrew, active solar tracking, 17-48 
Trackers, homebrew, manual, 13-20 
Trackers, homebrew, manual, Battagin, 204 Wp, 

24 V L-A, solar welding, manual tracker, 33-6 
Trackers, PV concentrating tracked arrays, Midway 
PV concentrators, 40-28 

Trackers, PV/systems, Wallin, PV system/Wattsun 
tracker in MT, 40-14 
Utilities, $1 on utility bill for RE, 25-32 
Utilities, and PV applications, 35-82 
Utilities, and PVs, 33-70 
Utilities, future of, use of hydrogen, 29-28 
Utilities, hidden energy costs for commercial 
power, 16-21 

Utilities, vs. home power, 27-18 
Utilities, intertie, PURPA, equipment, requirements, 
pros & cons, 32-25 
Utilities, intertie, rate systems, 33-49 
Vacuum cleaners, Sanderson’s rebuilt Kirby’s 
(TtWI), 32-75 

Video Reviews, EVs & Hydrogen, 27-78 
Video Reviews, Solar Videos, 28-74 
Voltmeter, homebrew, 2-31 
Voltmeter, homebrew, expanded scale, 12-34 
Voltmeter, homebrew, LED bargraph battery 
voltmeter, 10-26 

Voltmeter, instrumentation, SunAmp’s Bar Graph 
Voltmeter (TtWI), 22-55 

Washing machines, book review. Efficient Washing 
Machines, 23-77 

Washing machines, efficiency of, 23-61 
Washing machines, retrofitting for high efficiency, 
22-44 

Washing machines, Wattevr Works washer kit, 
retrofit (TtWI), 25-63 

Washing machines, DC Homebrew, converting a 
wringer washer to DC, 40-40 
Water, drilling a water well, 33-54 
Water heating, propane, test efficiency of hot water 
heater, 3-27 

Water heating, wood, heating water w/woodstove, 
35-32 

Water heating, wood, Simko, Whisper 1000, PV: 
288 Wp, 36 V. hot water, 36-1 8 
Watt meter, instrumentation, Offgrid’s Power Meter 
15 (TtW!), 25-61 

Watt meter, instrumentation, Steamco Solar 
SPM2000 (TtWI), 27-56 

Watt-hour meter, homebrew, using 120 volt kWh 
meter, 17-50 

Welding, MigMaster DC Welder (TtWI), 30-62 
Welding, with photovoltaics, Battagin, 204 Wp, 24 
V L-A, solar welding, manual tracker, 33-6 
Wind, basics, 5-18 

Wind, Bergey’s BWC 1500 wind generator (TtWI), 
29-46 

Wind, blade balancing, 14-17 

Wind, build your own, a guide to plans, 1 7-28 



Wind, comparison, table of performance data for 
10 generators, 35-20 

Wind, history of wind generator use in U.S., 27-1 4 
Wind, rewinding alternators for, 19-24 
Wind, siting, 1-16 

Wind, Whisper 1000 wind generator (TtWI), 20-42 
Wind, Wincharger and Jacobs, 11-13 
Wind, wind vs PV/wind power formula, 34-32 
Wind, Windseeker II (TtWI), 14-15 
Wind, book review. Wind Power for Home and 
Business, 36-88 

Wind, grounding, guidelines, 25-42 
Wind, homebrew, build your own, 12-29 
Wind, instrumentation, NRG Sou’wester & 2100 
Totalizer (TtWI), 28-55 

Wind, instrumentation, odometer (homebrew), 26- 
64 

Wind, instrumentation. Trade Wind’s wind 
odometer (TtWI), 22-53 

Wind, overview, basics of, hybrid, PURPA, 22-15 
Wind, safety, lightning protection/grounding, 24-53 
Wind, site analysis, 9 rules for correctly siting, 41 - 
60 

Wind, site analysis, how to estimate wind speed, 
40-86 

Wind, site survey, solar, hydro, and wind, 21-75 
Wind, system, PV/wind/hydro/DHW, Schultze, 
Whisper 1000, 41-6 
Wind, towers, basics, 23-32 
Wind, towers, height of, 21-64 
Wind, towers, height vs cost & performance, 38-27 
Wind, towers, utility pole & pipe (homebrew), 28-26 
Wind, towers, what happens when you don’t go 
high enough, 39-26 

Wind, towers, wind tower economics, 37-30 
Wiring, Ananda’s Power Center IV (TtWI), 29-56 
Wiring, cables, build for battery/inverter, 7-36 
Wiring, connections, splicing, 14-36 
Wiring, low voltage wiring techniques, sizing, 2-33 
Wiring, working with Romex cable, 27-38 
Wiring, Back to Basics, wire sizing table, 33-86 
Wiring, batteries, basics/L-A & NiCd w/wiring 
diagrams, 27-30 

Wiring, book review. Wiring 12 Volts For Ample 
Power, 20-61 

Wiring, DC, sizing, table, voltage drop, 
applications, 14-32 

Wiring, DC, sizing, table, voltage drop, applications 
(correct in #14), 13-32 
Wiring, DC/PV, sizing, tables, 18-31 
Wiring, inverters, wiring to mains panel, 11-23 
Wiring, NEC, load circuits/wiring, 22-68 
Wiring, PV, installing/wiring/mounting, 2-1 1 
Wiring, PVs, wiring non-identical panels, 27-22 
Wiring, tech notes, interconnects, 33-46 
Women, lifestyle on renewable energy, 21-40 
Women, renewable energy networking, Sol Sisters, 
19-55 

Wood gasification, how to, safety of, 21 -55 
Wood gasification, intro to, 8-22 
Wood heat, hot water, heating water w/woodstove, 
35-32 

Wood heat, hot water, space heat, Simko, Whisper 
1000, PV: 288 Wp, 36 V., 36-18 
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W e had a bit of excitement a 
while back, but not the kind 
that’s any fun. We had just 
purchased this home, and it needed a 
lot of improvement — especially the 
wiring. That’s where things began to get 
interesting... 

It started about 11 PM, after we’d gone to bed (of 
course). Val, my wife, had been up to get a drink of 
water. On her return upstairs, she woke me to tell me 
that the water was running very slowly. Groggy as I 
was, I managed to stagger downstairs and check. Sure 
enough, barely a trickle of water flowed from the faucet. 
I tried the faucet in the bathroom. No water at all. By 
then, I was about half awake and able to think, but just 
a little. I went back upstairs, grabbed my robe, and 
stumbled down to the basement. 

One glance at the gauge on the pressure tank said it all 
— it was down to less than five pounds. I went over to 
the funky wiring on the pressure pump and saw that 
the old screw-in fuse was blown. I put my meter in line 
on the ten amp scale and I could hear the faint hum of 
the pressure pump as it came to life. It’s located in the 
well pit in the garage about 1 5 feet away from the point 
where I was standing. I had the “ah hal” experience 
when one thinks that the exact cause of the problem 
has been discovered. Looking around, I found a 
replacement fuse and screwed it in. The pump 
hummed contentedly. Thinking all was well, I started to 
walk away. Before I reached the steps, I heard the loud 
gurgle of air as it snaked its way through the pipes and 
into the pressure tank. As I turned off the pressure 
pump, I knew the ordeal wasn’t over. It meant that the 
underground water tank was empty — all 1500 gallons 



muddy roads 



of it. It also meant that the submersible pump hadn’t 
been doing its job. The old sub pump had been 
replaced with a new pump just before we moved in and 
I figured that the new pump had suffered a warranty 
failure. I decided that as long as I was up, I better 
check it just in case. I put on several layers for warmth 
(it was -22° F that night) and headed for the door. 

Since I was in the process of rewiring the house, the 
garage lights weren’t reconnected yet so I grabbed a 
flashlight. I also took a handheld radio in anticipation of 
talking to Val as we diagnosed the failure. Grabbing a 
few tools and my trusty meter, I took a final deep 
breath of warm air and plunged into the frigid darkness. 
After freeing the garage door from the snow, I walked 
through the obstacle course of unpacked belongings, 
weaving my way toward the well pit on the far north 
side of the garage. 

The pit is rectangular, about four feet by five feet in 
size, and almost eight feet deep. It’s covered with 
several different layers of material, all of which are 
intended to keep the pipes from freezing. The first 
layer, a large piece of carpet, came up easily. The 
second layer, a thin piece of plywood covered with tile 
was no trouble either. The third layer, a 3/4 inch piece 
of plywood with 2x4 reinforcing was frozen solid to the 
concrete. Condensation from the well pit had locked 
the edges to the sub-zero concrete, and I couldn’t 
budge it. A large crane couldn’t have pulled it loose. 
Val had joined me by then and I sent her back into the 
house to get a large pry bar. It worked. 

Moments later, I was in the bottom of the pit trying to 
decipher the mass of wires. They were all different 
types and colors which were securely bound with black 
electrician’s tape. It’s amazing how hard and brittle 
black tape can get in such cold weather. Removing my 
gloves, and with the help of my wire cutters, the tape 
quickly fell away from the wires. I was aided in the 
removal effort by my shivering, which actually made 
the cutting go faster. By the time I had the wires 
exposed, Val had gone back into the house and was 
standing next to the switch for the pumps. You see, 
both pumps are fed by the same switch and fuse 
arrangement. Dumb, but consistent with the rest of the 
house wiring, and one of the reasons I was rewiring. 

Talking to Val on the radio, I told her to turn the pumps 
on. The pressure pump whirred nicely, but no sound 
from the sub pump. I disconnected the pressure pump 
wires. A walnut sized clump of black tape hid the 
connections to the sub pump. More peeling and 
shivering and the joints were visible. Grabbing the 
voltmeter, I asked her to turn on the pump switch once 
more. I got the “ah hal” experience again. I had voltage 
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to the pressure pump but nothing on the wires to the 
sub pump. I quickly connected the sub pump wires to 
the pressure pump wires, and it buzzed to life. Great! 
We had water! Yuk! Now it meant that the on/off float 
switch in the underground tank must have failed. It 
would have to wait until morning. Since the little 
Lowther pump only runs about two GPM, I left it 
running. At least we’d have water in the morning. 

Next morning (-31 °F) I went outside to effect repairs. 
First, I had to go behind the house and remove the 
cover from the underground water tank. After shoveling 
off two feet of snow, the ground-level lid was visible. I 
then discovered that this lid was even more securely 
frozen than the one in the garage the night before. 
After half an hour of banging, prying, and bad words, I 
had the lid freed from the opening above the tank. 
Reaching down into the three foot diameter access 
hole, I removed the layer of insulation covering the tank 
itself. In spite of multiple layers of clothing, two ski 
caps, gloves, and a very large mug of hot chocolate, I 
was freezing, but determined to finish the job. I climbed 
into the access hole. I could hear water running into the 
tank. Nuts! I’d forgotten about my temporary wiring job 
from the night before. The sub pump was still running. 
Grrrrr! Back to the garage and into the pit to undo the 
makeshift wiring. The lid was frozen to the floor again. 
@#$%l! More banging and prying. My hands hurt. My 
toes hurt. My fingers wouldn’t move. But my 
determination was stronger than the ice and I finally 
had the lid removed. With the wiring back to normal, I 
trudged back out into the snow and toward the 
underground tank. Back into the access hole, I 
connected my ohmmeter and checked the switch. It 
read good. Something must be wrong. I checked again. 
Nope. The switch was fine. Now what? A broken wire? 
A bad connection? Hmmmm... I climbed out of the 
access hole and reinstalled the covers, making sure 
the top cover had a good layer of insulating snow on it. 
I pushed my numb body back into the warmth of the 
house and down to the basement. 

I needed to think. As I put the meter on the bench, Val 
pointed to a single wire with a piece of duct tape with a 
“+” marked on it. “Is that wire anything important?” she 
asked. I’d removed it while rewiring, but unlike all the 
other wires I’d removed, this one had no mate. I found 
numerous wires that were disconnected. I had a 



sudden flash of inspiration. I switched the meter to read 
amps. Connecting one meter lead to the wire and the 
other lead to the battery positive, I read current! Two 
amps! This was the lead to the submersible pump in 
the well! Why no negative lead? It shared the negative 
lead with the pressure pump. Ah ha! I quickly slipped 
the odd wire into the metal block with the other positive 
leads and tightened the retaining screw. As I pushed 
the metal block back into its temporary location, I noted 
with a bit of regret that this simple connection was less 
than a foot from where I’d replaced the fuse the night 
before. Rewiring the house was going to be fun... 

Access 

Dan Lepinski, Rt 1 Box 268A, Exeland, Wl 54835 ^ 



Windy Dankoff, PVSS 
is now 

Dankoff Solar Products 

manufacturer & distributor of 

Solar V\IMer Pumps 

Including 

Slowpump®, Flowlight™ Booster Pump & Solar Forcers 

New Phone/FAX: (505) 820-6611 
PO Box 548 • Santa Cruz, NM • 87567 
Thank You Home Power for contributing to the 
success of solar pumping! 



Looking for an Intentional Community 
that’s ^^Offthe Grid?” 

Tht Directory of Intentional Communities describes over 450 
North American communities — rural, urban, well-established 
and now-forming. You can find out who’s working towards 
energy self-reliance in Ecovillages, CoHousing, communities, 
communes, spiritual communities, secular communities, and 
rural farm communities. Over 20 feature articles and 
descriptions of over 250 alternative resources and services. 

Find in bookstores or send $19 to: 

Directory of Intentional Communities, 

Alpha Farm, Deadwood, OR 97430 • (206) 221-3064 



While everyone else talks about educational reform... Here is what's already workingl 

ALTERNATIVES IN EDUCATION 

• Alternative Schools •Waldorf & Montessori • High School & Higher Education • Politics of Education • Homeschooling 

Published October 1992, 228 pages, softcover, indexed, appendixes. Special price $14.00 post paid ($18.75 reg.) 

Write for our informative free catalog. Home Education Press, Box 1083, Tonasket, WA 98855 509-486-1351 
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M.R.E.A. 1994 Summer & Fall 
Workshop Series 

The 1994 Energy Fair is over but the information and educationai services provided by 
the M REA'S Educationai Institute continues. This summer and fail, in-depth workshops 
wili offer hands-on experience to those interested in the nuts and boits of renewables 
and energy efficiency. For more info, cail or write the 

M idwest Renewable Energy Association, 

PO Box 249, Amherst, Wl 54406 • 715-824-5166 



Photovoltaic Powered Home Systems — August 

13 & 14 — Jim Kerbel, Photovoltaic Systems. 
Amherst, Wl (Workshop located in Amherst, Wl) 
Jim has been a pioneer in photovoltaics and his 
work has been instrumental in the growth and 
development of photovoltaic throughout the 
M idwest. Jim's involvement in PV from the "very 
early days" brings a wide angle perspective to his 
presentation. This course deals with photovoltaics 
for stand-alone systems, but also touches on 
utility inter-tie systems as the "next generation" 
of photovoltaics. It covers siting and design, 
system sizing, charge controllers, batteries, 
inverters, and wiring and installation methods. 
The site is powered by a PV system which offers 
the class practical examples and hands-on 
education. Cost $200. 

Home Sized Wind Systems — August 26 & 27 — 

MickSagrillo, Lake Michigan Wind & Sun. 
Forestville, Wl. (Workshop located in Forestville, 
Wl) M ick is a manufacturer of wind electric 
components and rotors for Jacobs and others, as 
well as designer and installer of wind systems. 

M ick is also widely recognized as an authority, 
writer, consultant, and instructor on the subject 
of wind machines, rotors, and tower designs. The 
course covers siting and design choices, system 
sizing, machine and rotor types, governing 
, methods, tower designs, charge controllers, 
wiring and installation methods. Stand-alone 
systems, as well as utility inter-ties are discussed. 
Hands-on projects and demonstrations enhance 
the learning experience. Cost $200. Registration 
deadline is August 15, with a $50 non-refundable 
registration fee. 

Window Quilting for Moveable Insulation — 
September 10 — Beverly Nelson. Stevens Point, 
Wl (Workshop located in Stevens Point, Wl) Bev 
has been sitting at her sewing machine for more 
years than she cares to mention. In more recent 
years, she has adapted her quilting skills to 
window treatments. This workshop addresses 
window treatments (insulation) for residential 
applications. The course focuses on making 
"Warm Windows" window quilts, as used in the 
Energy Fair's model home. Quilts in various 
stages of completion will be on display to 
demonstrate construction methods. Cost $75. 
Registration deadline is September 1, with a $25 
non-refundable registration fee. 

Residential Solar Domestic Hot Water — 
September 17 — Richard Lane, Packerland 
Solar. Green Bay, Wl. (Workshop located in 
Green Bay, Wl) Packerland Solar is the largest 
solar hot water installer in the world. The 
workshop discusses the various aspects of 
residential solar domestic hot water. Siting, 



system types, sizing, system components, transfer 
fluids, controllers, and installation methods are 
discussed. Hands-on demonstrations enhance the 
learning experience. Cost $100. Registration 
deadline is September 5, with a $25 non- 
refundable registration fee. 

Wind/ Photovoltaic Hybrids — September 23 & 

24 — MickSagrillo, Lake Michigan Wind & Sun, 
Forestville ,WI and Jim Kerbel, Photovoltaic 
Systems. Amherst, Wl (Workshop located in 
Amherst, Wl) Jim and M ick are experts in wind 
and photovoltaics, experienced in hybrid 
systems, and tenured educators. This course 
delves into the matrimony of wind and sun. It 
covers siting and design choices, "Demand Side" 
mathematics, system sizing and balance, charge 
controllers, high voltage transmission, tower 
designs, wiring and installation methods, and 
more. The site has a wind/pv hybrid system 
offering hands-on projects and demonstrations. 
Additional wind/PV hybrid systems in the area 
may be visited. Cost $200. Registration deadline 
is September 12, with a $50 non-refundable 
registration fee. 

Batteries and Inverters, applications for home- 
sized systems — September 30 - October 2 — 

Richard Perez, Home Power Magazine, Ashland, 
OR (Workshop located in Tomahawk, Wl) 

Richard is well known throughout the RE 
industry. Richard has written extensively on the 
subject of batteries and inverters, as well as 
photovoltaics. Friday evening: introductions, 
evening meal and networking. Saturday: 

Batteries, an in-depth look at battery types and 
chemistry, reconditioning, characteristics and 
performances, battery use/ specific applications, 
installations and maintenance, and safety. 

Sunday: an in-depth look at inverters including 
sine wave (stand-alone and synchronous), 
modified sine wave, square wave, study of 
"switchers" and transformer based types, 
size/ application, operating characteristics, 
internal protections, specific applications, noise 
and RF & EMF, and i nverter/ battery & 
inverter/ mains connections. Lots of 
demonstrations and comparisons with batteries, 
inverters and test equipment provided. The 
Treehaven Learning Center is a wonderful facility 
complete with a cafeteria, recreation room, and 
miles of hiking trails in Wisconsin's north woods. 
Cost $250. Registration deadline is September 
12, with a $50 non-refundable registration fee. 

How to Build an Affordable Natural House Using 
Timber Frame, straw/ clay, earth plaster, & 
earth floor — October 14 -17 — Robert 
Laporte, Natural Housebuilding Center, Fairfield, 
lA. (Workshop located in Amherst, Wl) Robert is 



the owner of Natural House Building Company 
and writer of Moose Prints, A Holistic Home 
Building Guide. He has conducted workshops 
detailing natural home building methods 
throughout the country. This workshop brings 
together four natural house construction 
methods: timber framing with info on the plan 
design, layout, cutting, assembly, and rising. 
Straw/clay building with info on materials, tools, 
clay types, ecological harvesting, clay slip recipes, 
and straw clay roofs. Earth plastering, including 
info on tools and materials, plaster recipes, and 
applications. Earth coupled construction 
discussing the base, screen, sub-floor, earth floor, 
stone floor, and mortared floor. A class project 
will give everyone hands-on experience. Cost 
$400. Registration deadline is October 1, with a 
$50 non-refundable registration fee. 

Residential Solar Energy: Doug Steege — 
October 22 — Altech Energy. Madison, Wl. 
(Workshop located in Madison, Wl) Doug, a co- 
owner of Altech, has long been an educator, 
writer and renewable energy advocate. Doug 
brings his historical perspective to this workshop. 
This workshop covers solar heating and home 
design. Included in the course: The historical 
perspective, active solar systems, passive solar 
systems, collection and storage systems, 
conservation and insulation, air to air heat 
exchangers, moisture barriers, and discussion on 
the future of solar energy. Cost $100. 

Registration deadline is October 10, with a $25 
non-refundable registration fee. 

Introduction To Renewables — November 11-13 

— Mick Wurl-Koth, Solar Spectrum. Tomahawk, 
Wl. (Workshop located at Treehaven Learning 
Center, Tomahawk, Wl) M Ickey has been a long 
time advocate and educator on solar and 
renewable energy. M ickey and his wife Julie are 
the co-owners of Solar Spectrum, a solar energy 
business in Northern Wisconsin. The workshop 
covers a wide spectrum of renewables — 
photovoltaics, wind, passive solar, solar hot 
water, etc., and includes a field trip to the passive 
solar designed Wurl-Koth home, complete with a 
working wind generator on a tilt-up 100 ft. 
tower, photovoltaic system, solar hot water 
system, and cookies from the home's solar ovens. 
The Treehaven Learning Center is a wonderful 
facility complete with a cafeteria, recreation 
room, and miles of hiking trails in Wisconsin's 
north woods. Cost $250. Registration deadline is 
November 1, with a $50 non-refundable 
registration fee. 
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Kathleen Jarschke-Schultze 

T here is a lot of reference material 
out there on making your home 
and your lifestyle ecologically 
safe. There are books on providing your 
family with good nutrition cheaply and 
with the least amount of hassle. These 
are some of the books and videos I 
have had the pleasure of reviewing. 

A Bite of Independence 

This book, written by Marlynn, Venecia and Jenny 
Phipps and Jan Woolley, will teach you how to: “Feed a 
Family of Four for as Low as $10 per Week”. I really 
enjoyed reading this book. Not only is it full of good 
practical Information but also interesting and whimsical 
formulas (making your own cosmetics). 



This is the kind of knowledge that was passed from 
generation to generation back when 80% of America 
lived on farms. A lot of ingenuity went into this book 
and it shows the authors as genuine people. 

The Encyclopedia of Country Living 

For anyone who has an earlier edition of Carla Emery’s 
classic back-to-the-earth book all I need to say is that a 
new ninth edition came out this year. For those of you 
who don’t know what that means let me introduce you. 

Carla, Herself 

This is one person to whom I have composed fan 
letters in my head, for the last 17 years. I’ve never had 
the nerve to actually send any. I admire her a great 
deal. I first saw a copy of Carla’s Encyclopedia at a 
friend’s house. My friend had lived in Kendrick, Idaho 
and had gone to the same church as Carla. Hers was 
hard bound, dark blue with binder rings so that more 
chapters could be added later. I borrowed the book. I 
was fascinated. Carla talked about living the life I 
wanted to live. I bought a copy. Her history, and the 
book’s, are sprinkled throughout. You actually get to 
peek into Carla’s life and see just how she copes with 
all the interesting, tragic, joyful, curious events that 
seem to follow her path. The only reason Bob-0 
deemed me “marginally mountain” after our marriage 
was that I was able to fake it pretty good using this 
book. 



It’s a System 

To get the full benefits of this system of shopping, 
cooking, and eating you will need to supply your larder 
and kitchen with various ingredients and cookware. 
Once you are set up though, watch out and stand back. 
The keys to this system are preplanning and 
simplification. Jenny Phipps, who is 16, spent two and 
a half hours in the kitchen and prepared 21 separate 
meals (one weeks worth). Sure, she was trained by her 
mother, Marlynn, from an early age but this book gives 
you the recipes she used and the sequence of her 
preparations to show you exactly how it can be done. 

There is an extensive amount of information on making 
and using wheat meat, gluten, or seltan. It Is all the 
same thing. You can make it from flour and water and 
disguise it to look and taste like meat or seafood. 
Dedicated carnivores that I know personally even like 
it. This is the basis for your low cost meals. 

The Rest 

There are 22 chapters covering stocking your kitchen 
to beekeeping, fish farming, home butchering, 
gardening, making your own makeup and more. 

Included are cleaning preparations, laundry soaps, 
seasoning mixes and charts, helpful tips and recipes 
too difficult to classify. 



An Old Fashioned Recipe Book 

If I had to choose five reference books to keep, this 
would be one. I have a well thumbed, yellowing 
seventh edition that boasts 529 pages. This newly 
released ninth edition has 858. The print is smaller and 
the printing and binding is a lot classier. She has 
amassed a lot more information. The access 
information is up to date. 

Mine was the book I used when I was in my poultry 
phase and my goat phase. It helped me when I started 
gardening. I used it for canning, for drying jerky, for 
making soap, candles, just about everything. It really is 
an encyclopedia. It gives you real hands-on directions 
for skills to live a simple, rural, or remote life. The ninth 
edition is just as great — only more of it. 

I was kind of disappointed that Home Power wasn’t 
mentioned and renewable energy in general got the 
lightest touch. There is some good access in there 
though so its okay. I guess now I will write that letter 
and send her an issue of HP. 

Creating a Healthy Home 

This 25 minute video is an ecological tour of an on grid 
home. A young mother points out the many chemicals 
that are in a typical home. She uncovers causes and 
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remedies to help you to go through the process of 
changing your home into a toxic free environment. I 
knew most of the stuff on the video but still got some 
new info from it. It is well done if obviously low budget. 
It could be just the thing for teachers or service groups. 
It’s produced by Midway Environmental Videos. 

Co-dependent Ecology 

Again 25 minutes long, your guide in this one is 13 
year old Billy Wilson, who shows you room by room 
how easy it is to save energy and money while 
conserving our natural resources. This is also an on 
grid home. A lot of the methods don’t apply to AE 
homes. The kid is more personable than the young 
mother and I did learn a few things. Also by Midway 
Environmental Videos. 

Access 

Kathleen Jarschke-Schultze reads and weeds at home 
in northern most California c/o Home Power Magazine, 
POB 520, Ashland, OR 97520 • 916-475-0830 

A Bite of Independence: $30. (AZ residents add $1 .75 
tax), send check written to Marlynn Phipps to 2162 E. 
Nantuckett Drive, Gilbert, AZ 85234 

The Encyclopedia of Country Living. $24.95, 11 ” by 8 
1/2” by 1 1/2”, paperback from Sasquatch Books, 1008 
Western Ave, Ste 300, Seattle, WA 98104 • 800-775- 
081 7 or $28.50 from Carla’s Office, Box 209, Kendrick, 
ID 83537 



Co-dependent Ecology and Creating a Healthy Home: 
$24.95 each, from Midway Environmental Videos, 2175 
Goodyear Ave, Ste 124, Ventura, CA 93003 • 800-446- 
4997 ‘FAX 805-6441361 




Get out of the kitchen and 
into the sun! 

Heaven’s Flame 

a Guidebook to Solar Cookers by 
Joseph Radabaugh 

Joseph Radabaugh’s book of 96 
pages with 1 1 photographs and 50 illustrations, 
provides plans to build an inexpensive, efficient 
solar oven from foil, glass, and cardboard boxes. 
Full color cover and durable binding. For under $15 
(including the cost of the book) you can be cooking 
with the sun. Cook delicious food, save money on 
cooking fuels, and have more time to do the things 
you want to do. 

Available for $10 postpaid inside USA (Mexico - Canada 
add $1 , eisewhere outside USA add $2 S & H). 
Please allow four weeks for delivery 
Make check or money order payable to: 

Home Power Inc. 

POB 520, Ashland, OR 97520 • 916-475-0830 
VISA/MC 




Now Available from Home Power 

Back Issues of Alternative Transportation News 
People • Technology • Sources • Interviews 

Choose from these four issues: 





June/ August 91 






September/October 91 






November/ December 91 






August 92 


^0 




$3.50 each 



all four for $3.00 each 

International orders please add $1.00 per issue 
Available from Home Power, POB 275, Ashland, OR 97520. 

Please make check payable to Home Power. For Visa or M astercard orders please call 916-475-0830 
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Happenings 




INTERNATIONAL 

AFRICA 

The ISES 1995 Solar World Congress that 
will be held September 9-16, 1995 in Harare, 
Zimbabwe, Africa has announced its call for 
papers. Topics include solar radiation, 
photovoltaics, solar water and thermal 
applications, storage , wind , micro-hydro, 
education, etc. Abstracts, prepared in 
English, are due not later than November 1 , 
1994. For more information contact. In 
Search of the Sun (PVT) Ltd, PO Box 2851 , 
Harare, Zimbabwe, Africa, telephone 263 (4) 
730707, fax 263 (4) 730700, telex 26623 ZW 
(MACDEE) 

BOLIVIA 

The Seminario Internacional De Energias 
Renovables will be held September 20-22, 
1994 in Santa Cruz, Bolivia, South America. 
The objective is the exchange of information 
and experiences in the appropriate 
technology field between researchers, 
suppliers, installer, and users of appropriate 
systems. Topics will include planning energy 
development; application of micro-hydro, 
wind biomass, & solar; developing new 
technologies; evaluating RE resources; 
economic analysis & promotion; and other 
related subjects. For more information please 
contact: PROPER, Casilla 2672, 
Cochebamba, Bolivia, South America; phone 
591-42-50327, fax 591-42-49649. 

CANADA 

Are you now operating diesel or gas 
generators with their high fuel and 
maintenance costs, or just doing without 
electricity. Have you ever wondered about 
energy available in falling water? This course 
will tell you how to determine the feasibility 
and cost-effectiveness of a low maintenance 
waterpower option (not necessarily nearby). 
Neither solar PV nor windpower can come 
close to competing with this technology. 

These two day, twelve hour micro-hydro 
courses are suitable for everyone, regardless 
of technical background. The course includes 
an overview of electricity & energy and terms 
& concepts. Upon completion, you will be 
able to assess the potential of your stream or 
creek to meet your electrical needs. Learn 
how to size system components, estimate 
costs, and have some basic installation 
guidelines. The cost of each two day course 
is $80 Canadian (approximately $57 US). 
September 24 & 25, 1994, Selkirk College, 
Nelson , BC V1L 1C8, 604-352-6601 or 
October 22 & 23, 1994, University College of 
the Cariboo, Kamloops, BC V2C 5N3, 604- 
828-5039. For more course information 
contact Bob Mathews, course instructor, at 
604-679-8589. Field trips and other course 
dates will be scheduled as demand requires. 



FRANCE 

The European Conference on Energy 
Performance and Indoor Climate in Buildings 
will be held Nov. 24-26 1994 in Lyons, 
France. Its aims are to discuss the results 
from research and development in solar 
energy applications and the rational energy 
use in buildings, to confront the views and 
needs of industry and professionals, to 
inform the European building community on 
the latest developments in the research and 
application of new building products and 
evaluation of tools and to discuss the 
possibilities for standardization of 
assessment methods and energy 
performance requirements on a European- 
wide level. The oral sessions will be in 
English and French. For more information 
contact, Ecole Nationale des Travaux Publics 
de L’Etat, Rue Maurice Audin, 69518 Vaulx 
en Cedex, phone 33-72047070, fax 33- 
72046254, telex ENTPE 37051 1 F 

GERMANY 

The 27th Annual ISATA International 
Dedicated Conference on Electric, Hybrid & 
Alternative Fuel Vehicles will be held October 
31 -November 1 1994 in Aachen, Germany. 
The conference will focus on the most 
pressing questions in the world of Electric, 
Hybrid and Alternative Fuel Vehicles. For 
more information contact ISATA Secretariat, 
42 LLoyd Park Ave, Croydon, CRO 5SB, 
England, 081-681-3069 Fax 081-686-1490 

NATIONAL 

American Hydrogen Association Bulletin 
Board System: Solar Hydrogen BBS, 415- 
494-3116, 1200-14,400 baud V.32bis. 
V.42bis 8N1 , Prosperity without Pollution: 
also AHA Tempe BBS (602) 894-8403. 

The DOES Energy Efficiency & Renewable 
Energy Clearinghouse has a new free 
factsheet, “A Guide to Making Energy Smart 
Purchases” (FS113). Call 1-800 DOE-EREC, 
9 am-7 pm EST. 

2nd National Tour of Independent Homes, 
sponsored by Real Goods Trading Corp. 
October 15, 1994, 10AM-4PM. Call 1-800- 
762-7325 for information on alternatively 
powered homes available to tour near you. 

ARIZONA 

World Unity Festival, August 22-28, 1994, 
Flagstaff. The Festival celebrates global 
oneness, generates environmental 
awareness, shares cultural wisdom and 
honors the Earth’s diversity. Contact: 
Quetzalcoatl Productions, 4 San Francisco 
St #438, Flagstaff, AZ 86001 • 602-773-9669 

CALIFORNIA 

Siemens Solar Industries is offering its 1994 
five day Photovoltaic Technology and 
System Design Training Course. Learning 
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begins by purchasing the two volume set of 
Training Manual and Technical Appendix for 
$175. The fee includes the 30 minute 
videotape “The World of Solar Electricity”. 
Step two is a five day training class. The next 
class will be held September 1 9-23 at the 
Siemens Solar Training Center, Camarillo, 
CA. The training class, including the two set 
manual & video is $1500 (food and lodging 
not included). The course offers 
experimentation with inverters, controllers, 
batteries, modules, trackers and loads. The 
“final exam” is a full system design. Contact 
the Training Department of Siemens Solar 
Industries for a Course Information Package 
and application form. Call Cindy Vernon • 
805-388-6568 • fax 805-388-6395. 

Offline Independent Energy Systems is 
offering a one day workshop Sunday, 

October 2, 1 994. A basic first step course in 
understanding how a residential PV system 
works will take place at Sun Mtn., a ten year 
old integrated passive solar home with one of 
the first PV systems in California, located in 
Tollhouse, CA, one hour from Fresno. The 
class begins with a brief tour and discussion 
of the Sun Mtn. system: Basic system types, 
determining your power needs, living with PV 
(conservation, efficient appliances), load 
audit, sizing the PV array, batteries, 
inverters, load centers, putting it all together 
and estimating costs. The workshop costs 
$35 for one person or $45 for two coming 
together. For more information and directions 
write: Offline, PO Box 231 , North Fork, CA 
93643 or call 209-877-7080. 

COLORADO 

Solar Energy International (SEI) is offering 
workshops on the practical use of solar, 
wind, and water power. The 1994 Renewable 
Energy Education Program (REEP) features 
one and two week workshops: Solar Home 
Design Principles, Alternative Building 
Technologies & Passive Solar, Women’s 
Basic Carpentry, Solar Water Pumping, PV 
Design & Installation, Advanced PV, Solar 
Cooking, Drying & Water Distilling, micro- 
hydroelectric systems, alternative 
transportation & EV Conversions, Hydrogen 
Energy. Guest speakers and professional 
instructors will teach the design of state-of- 
the-art solar homes that are self-reliant, 
energy efficient, healthy to live in, and earth- 
friendly. Participants will learn the knowledge 
and skills to build energy independent homes 
with solar, wind, and water power. The series 
is for owner-builders, industry technicians, 
business owners, career seekers, and those 
working in developing countries. The 
workshops may be taken individually or as 
part of a program. The cost is $400 per 
week. Scholarships and work/study 
programs are available on a limited basis. 
Contact: Solar Energy International, PO Box 
71 5, Carbondale, CO 81 623-071 5 or call 
303-963-8855. 



The Crestone Energy Fair will be September 
10-11, 1 994. The usual fun — great solar- 
powered music, delicious solar baked food, 
and the gathering of the solar tribe for 
council. Contact Kenny Dessain, Turtle 
Island Peace Camp, PO Box 222, Crestone, 
CO 81131. 

The 3rd Annual Boulder “New Renaissance” 
Festival will be held Sept. 3-5, 1994 in 
Boulder, Colorado. A future oriented 
community event whose focus is on 
creativity, art, education , health and 
wellness, and a strong emphasis on the 
environment and appropriate technology. 
This year’s festival will spotlight technology 
for building a sustainable society with 
expanded emphasis on renewable energy. 
TIMEWEAVE, the educational non-profit 
group producing the festival, is working with 
Citizens for Clean Energy to design the 
Solar Electric Carnival, an interactive 
educational exposition of renewable energy 
technology. After the 1994 Festival this 
display will become a mobile educational 
exhibit, available for schools and other 
public events. Planned events also include 
media and policy maker’s days for EVs, an 
electrathon race, a 10K WalkAbout# and a 
hybrid electric/HPV challenge. The Festival 
is seeking participation from individuals, 
groups and industry. To participate or 
exhibit, contact Steve Clark, 
TIMEWEAVE/BNRF ‘94, PO Box 348, 
Boulder, CO 80306-0348 • 303-939-8463 

FLORIDA 

The 1994 ARRL 19th Annual Amateur Radio 
& Computer Convention will be held 
November 19 & 20, 1994 in Tampa, Florida. 
For more information contact FL Gulf Coast 
Amateur Radio Council, PO Box 2423, 
Clearwater, FL 34617-2423 or call Bill Smith 
813-837-4533. 

IDAHO 

Backwoods Solar Electric Systems will hold 
a Saturday workshop, September 3, 1994 on 
photovoltaic theory, equipment and 
installation. Limited to ten people. Non- 
refundable, pre-registration of $40 covers 
class, lunch and text book, or $30 per 
person for couples sharing the book. 

Contact Backwoods Solar Electric, 8530 
Rapid Lightning Creek RD, Sandpoint, ID 
83864, 208-263-4290. 

IOWA 

The Third Annual Iowa Renewable Energy 
Expo & Alternative Fuel Vehicle Showcase 
will be held September 1 0-1 1 , 1 994 at 
Hawkeye Downs, Cedar Rapids, lA. The 
Expo will feature: Entertainment, Speakers, 
Kids Activities, Demonstrations, Workshops 
& Displays of small-scale & utility wind 
systems; active solar heating; PV systems & 
water pumping; energy & sustainable 
agriculture; conservation; energy efficient 
architecture; hydrogen, soy diesel, natural 
gas, solar powered & conversion vehicles; 
basic electric, batteries, inverters; utility 



Happenings 



issues and more. Contact Iowa Renewable 
Energy Assn., 61 1 Second St SE, Dyersville 
lA 52040 • 319-875-8772 or Stan Eilers, 

31 9-365-731 4 or Tom Deves, 319-556-4765. 

MASSACHUSETTS 

1 1th Annual Quality Building Conference ‘94 
— Making Sustainable Building Standard 
Practice: November 11-12, 1994 in 
Springfield. Expert builders will present 
practical, cost effective applications of the 
latest advances in energy efficient, 
sustainable design and construction, indoor 
air quality, and building science. QBC’94 will 
take a comprehensive look at the people, 
economics and practices which are 
changing the way we think about and 
construct buildings. Workshops, technical 
presentations, demonstrations and a design 
competition will underscore the close 
connections between energy efficiency, 
sound business growth and environmental 
responsibility. In depth workshops will 
feature the Energy Crafted Home, Waste 
Reduction and Recycling and other topics. 
For more information contact NESEA, 23 
Ames St, Greenfield, MA 01301 • 413-774- 
6051 - fax 41 3-774-6053 

MICHIGAN 

The 4th Annual Great Lakes Renewable 
Energy Fair will be held August 6 & 7, 1994 
in Traverse City. Demonstrations, 
workshops, speakers, display booths, 
children’s activities, food, solar panels, 
windmills, electric cars & boats, a bus tour of 
local RE homes & biomass will be covered. 
For more information contact GLREA, 11059 
Bright Rd, Maple City, Ml 49664, 616-228- 
7159 

NEW YORK 

The New York State Electric Auto 
Association (NYSEAA) is dedicated to 
sharing current electric vehicle technology. 
Monthly meetings, for date and location call 
Joan at 716-889-9516. 

OHIO 

Solar electric classes taught at a rural solar 
and wind powered home with utility backup. 
Maximum of 12 students. Must advance 
register. $30 fee per person and lunch is 
provided. Class will be full of technical info, 
system sizing, NEC compliance, etc. 
Students will build a system. Dates: August 
20 & September 17. All classes held from 10 
am to 2 pm on Saturday. Call 419-368-4252 
or write Solar Creations, 21 89 SR 51 1 S, 
Perryville, OH 44864-9537. 

OREGON 

Oregon SunWorks ‘94, August 20-21 in 
sunny downtown Portland, OR. A two day 
conference merging the best ideas of the 70’ 
with state-of-the-art solar technology of the 
90’s. Exhibitors, electric car rally, solar 
cooker chili cook-off, kid’s camp, guest 
speakers, advanced seminars, solar home 
tours, and all day workshops. For more 
information contact SEA at 503-224-7867 



RHODE ISLAND 

The Sustainable Transportation and Solar 
and Electric Vehicle (S/EV94), October 3-5, 
1994, will be held at the Rhode Island 
Convention Center in Providence. The show 
provides transportation planners, auto, bus 
and train industry personnel, business 
people, fleet owners and operators, students 
and concerned citizens a forum to exchange 
information on EV technology, policy, and 
business, as well as transportation planning 
strategies to create a non-polluting, 
equitable and efficient multi-model 
transportation system. For more info contact: 
NESEA, 413-774-6051. 

VERMONT 

“Photovoltaic Home Electric Systems: 
Seminar and Workshop” is a one day 
program, held at Sunnyside Solar in 
Guilford. The 1994 dates are July 30 and 
Sept 24. Each program runs from 9 am to 
4:30 pm with lunch included. This 
introduction to independent solar electric 
systems includes the hands-on assembly of 
a four module system. The fee is $135 with 
a companion registration available for $95. A 
$45 advance deposit is required, balance 
due the day of the seminar. Each session is 
limited to the first ten deposits. Included in 
the fee is a full packet of information & 
related articles, Joel Davidson’s The New 
Solar Electric Home and Steven Strong’s 
The Solar Electric House. Sunnyside Solar 
offers this seminar and workshop to those 
interested in photovoltaic and its use, 
particularly in residential application. For 
information & registration contact, Carol 
Levin, Sunnyside Solar, RD4 Box 808, 
Brattleboro, VT 05301 . 

WASHINGTON 

Rides Publishing Company is offering two 
day seminars for marine electrical installers 
at various dates in 1 994. The seminars are 
intended to solve the #1 problem with boat 
electric today... lack of accurate knowledge 
about batteries, alternators, chargers, 
inverters, regulators and instrumentation. In 
depth and general information about 
electrical systems will be presented. 
Seminars will be held at selected cities. 
Participants will learn from David Smead, 
principle author of Living on 12 Volts with 
Ample Power and Wiring 12 Volts with 
Ample Power and engineer for Ample Power 
Products. To learn more about the training 
seminars, locations, and dates, and costs 
contact Rides Publishing Company at 206- 
789-5758, Fax 206-789-9003 

WISCONSIN 

The Midwest Renewable Energy Association 
will be holding an on-going series of 
workshops, (see page 95 of this issue). For 
more information call or write the Midwest 
Renewable Energy Association, PO Box 
249, Amherst, Wl 54406, 715-824-5166. 
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the Wizard speaks... 
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The Zero-Point Field 



The vacuum of space is said to be empty. 
This is not quite true. Space contains the 
electro-static, magneto-static, electromagnetic, 
and gravitational fields created by all the particles in the 
universe. This vacuum field of space has two components. 
The first component is the normal set of measurable fields. 
The second is the zero-potential or zero-point field (ZPF). 
This is that part of the vacuum field in which all the force 
vector components cancel each other but the energy 
potential remains. Can this energy be tapped? 

Fluctuations are caused in the ZPF by fluctuations in the 
motions of the particles that create it. These fluctuations 
cause the emission of energy from the ZPF in the form of 
virtual photons. Virtual photons are packets of energy similar 
to regular photons. 

Much research and experimentation is occurring in an 
attempt to harness the energy of these ZPF virtual photons. 
These attempts fall into two basic categories. These are 
pulsed devices and rotating devices, the latter usually 
containing permanent magnets. Often the two approaches 
are combined. A third method uses a pulsed device in 
concert with a type of semi-conductor to form a virtual 
photon solar cell. 

All these devices attempt to use the energy inherent in the 
ZPF, as well as attempting to scatter the ZPF in such a way 
as to produce cascades of virtual photons. Space itself may 
be the source of our future energy. 

For more information on this and related subjects check out 
a newsletter called the New Energy News. Their address is 
P.O. Box 58639, Salt Lake City, UT 84158-8639. Phone 
(801)583-6232. ^ 



SIMMONS 

PURE SOAPS 




For FREE Catalog of Hard to Find Natural 
Bath & Bodycare products made in an 
alternative energy environment, send to: 

SI MMONS HANDCRAFTS 

42295-AE Hwy36, Bridgeville, CA 95526 



Wasell them all... 






Beca use we've f I own 
thei^ all! 



Writil^or call 

for the world'^est prices on... 

• BWC 850 • Whisper 600 

B WC 1500 ^ ' \ 1000, & 3000 
10 kW Excel \ from World 
fromBergey : j \ Power 
WindpowerCbj -Technologies 

• NEO Plus l\* Windseeker 

from \l 500 & "AIR" 

Wind Baron \ from 

^ . . \ I \ Southwest 

• Rutland \ windpower 
Windcharger \ 

from Marlec ! \ 

Engineering \ 

...& we pay shi ppi n^^to the lower 48! 




WIND & SUN 



3971 E. Bluebird Rd., 
Forestville, Wl 54213 

414 - 837-2267 

FAX 414-837-7523 

"Wind generators & parts made with 
wind-generated electricity" 
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Flowers from Alaska 

I just wanted to say how absolutely first rate and 
wonderful HP continues to be. I love looking back thru 
early issues for nostalgia’s sake, but really, there’s no 
comparison. You have truly empowered me. While I 
am by no means expert ion many AE areas, still, I am 
able to provide to provide good advice to convert the 
sunlight, wind, and water flowing over and around us 
so copiously (even here in the Far North) into useful 
electrical energy. My greatest joy is passing these skills 
on to others — training and empowering them, rather 
than just becoming their “expert”. 



I am writing mainly to report on our new Trace 
SW4024. What a wonderful machinel Balancing and 
prioritizing household and shop loads are a thing of the 
past. Even with big time combined loads, such as 
dishwasher, freezer (regular acl), deep well pump 
garden irrigation, Makita table saw, lights, TV, etc., the 
inverter still has enough capacity to run big load 
dumping stuff (currently an ac water heater). I am 
doing this by using one of the auxiliary relays (5 A @ 
120 vac) to trigger a larger 30 amp relay. On a sunny, 
windy day when the solar panels are putting out their 
45 amps @ 24 V and the Whisper 1 000 is honking at 
30 to 40 amps at 24 V, this excess inverting capability 
ability to dump excess production into ac loads, while 
still handling household loads, has changed our whole 
management strategy. Otherwise, I would have to shut 
down the Whisper 1 000. It does better in high winds 
feathering back and protecting itself, and the the new 
inverter allows this strategy. 



Winter time charging of our 2000 AH, 24 V battery 
bank with a 4 Kw generator is about twice as fast as it 
was with the T race 201 2. Add to this the advantages of 
pure sine wave and high efficiency and ... what a 
winnerl John Dailey, HC1 Box 3102A, Healy, AK 
99743-9604 



A Brainstorming Contest? 

We are involved in (2) large recreational development 
projects consisting of about 650 and 1 250 acres 
respectively. Each project entails a hotel (main building 
and 1 00+ rooms, clustered in groups of five to seven 
cabins), recreational facilities, self-sufficiency 
apartments and 50-1 00 private vacation residences. 



Our objective is to build an economically feasible 
environmental model community. Our problems involve 
transportation (40-60 miles offshore), construction 
techniques (energy efficiency, low maintenance, pre- 
fabricated, aesthetically pleasing, easy on-site 
assembly) and electric power micro and/or macro 
generation, power storage (preferably solely based on 
renewable energy). 

Solar, wind, tidal, and wave power generation or a 
combination thereof all have potential. In order to 
succeed we need all the help we can get from anyone 
who has pragmatic ideas or who has practical 
experience beyond the stage of experimentation. 

Do you think your readership might be interested in 
participating in a creative brainstorming contest? Do 
you think your advertisers are interested in participating 
in these projects and contributing among others their 
know-how? 

At this time we are in the very preliminary development 
phase. We have recently commissioned various 
studies involving the general feasibility of the projects. 
We are considering proceeding with the smaller project 
and subsequently with the larger project. 

If you think so, you have our permission to publish this 
letter together with our full address and phone/fax 
number so we can explore the possibility of a 
brainstorming contest, advertiser participation and 
perhaps a report series from inception to completion. 
Claus Mittermayer, Aerotronics Support Inc., 4 
Gardiner’s Way, PO Box 410, Shelter Island, NY 
1 1 965, 51 6-749-2202, fax 51 6-749-3303 

YO Home Power! 

What a great rag! Stumbled on it by sheer dumb luck 
several months ago, jaw dropping as I opened it and 
found gold inside. I was doubly amazed that It was one 
of the few magazines that didn’t produce an avalanche 
of business reply cards upon opening! Finding it is 
such as pain though, that I think you’d better gimme a 
subscription and some back issues for catch up 
reading. Please send the back issues via a speeding 
teenager in a Camero. 

In just a few years my two kids will be grown and this 
single dad, along with an old single buddy, will be 
flushing the “security and stability” of our mortgages, 
property taxes, utility bills, etc., etc., etc. He and I have 
purchased a couple of small RVs to live in and plan to 
go “nomad” when I have no dependants. After 20 
years, we’ve both completely burned out on working 
full time and overtime just to pay for static boxes to live 
in. So we’re going to sell our homes and try something 
different. Get our living overhead way, way, down and 
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live off the sale of our homes and minimum work for as 
long as possible. We may park in the official trailer/RV 
courts now and then, but as often as we can, park our 
“homes” away from civilization. Since we’re both 
computer, photography, graphics and music fanatics, 
we’re going to fix these RVs up over the next few years 
to handle the electrical needs of these hobbies. And 
not having to work full time will hopefully give us some 
“sabbatical” time for creative things. I guess we’re 
planning to become “high-tech hippies” for awhile, if 
you will. 

Home Power has been invaluable in getting a general 
focus on “portable” off-the-grid power. Our little ears 
really picked up with Joe Flake’s “Going Solar” article in 
#38, and we started sweating and hyperventilating after 
reading Christian Brunner’s “Burning Ring of Fire” in 
#40. That photo of Christian by his RV next to the river 
in the desert with his kayak and solar panel on top., 
don’t you people realize what pictures like that do to 
the time clock slaves in your audience? 

At any rate, you’ve got our enthusiastic supporti RE is 
eventually, inexorably going to snowball. Thanks again 
for the fantastic worki Brian Ellefson, 712 W 21 , 
Vancouver, WA 

Shortsighted? 

I have read and thought about your opposition to utility 
companies becoming suppliers and servicers of 
photovoltaic systems. I BELIEVE THAT THIS IS A 
SHORT SIGHTED AND UNINFORMED JUDGEMENT 
ON YOUR PART. 

I believe that if we are to survive on this planet, that we 
immediately need to start using renewable and non- 
polluting forms of energy. We should do all we can to 
bring this clean and effective method of energy 
production to the public’s attention. As an owner of a 
home powered completely by solar power, I often meet 
people that are amazed that “it works” or that it is a 
cost effective alternative to grid power. The fact that 
Idaho Power and now some other utility in California 
wants to supply this form of clean power to some of 
their customers should be welcomed by all of us — 
including those who currently sell this technology. 

The better known a technology or product becomes, 
the more applications and needs there are for the 
product or technology. I believe that the “independent 
dealers” that have banded together to stop 
“monopolistic utilities” (It is not my understanding that 
any utility has asked for a monopoly on photovoltaic 
systems, but merely the opportunity to sell or lease 
them.) from selling photovoltaic systems are mistaken 
on two counts: 



1 . Utilities will not steal their business — they will likely 
cause a greater public awareness and actually 
increase “independent” dealer business. 

2. Independent dealers can and will provide superior 
service and expertise and good competition to the 
utilities, making the entire industry stronger. 

As a small business owner myself in the 
telecommunications industry, I am well acquainted with 
the power of “monopolistic” utilities. I have been very 
successful at earning a living in their shadow. In fact, I 
often get customers just because they would rather 
work with little me, rather than a big company. I believe 
that the utility programs to provide PV should be 
viewed by independents as a powerful form of publicity 
and public education to prove the point that PV does 
work. 

True Story: Several years ago, my wife and I started a 
retail business that was entirely new to the area. 
Though other parts of the US had supported such 
businesses, we found it difficult to educate the public 
that we were viable since no one here had heard of 
what we were doing. After a struggle to stay afloat, a 
competing business started up on the other side of 
town. Thru their publicity campaign and our previous 
efforts, we both grew our businesses. Moral of the 
story: When dealing with a new or unrecognized 
product, competition will often create more public 
awareness thus more business for all participants in 
the particular field. 

Finally, I am embarrassed that you folks, part of the 
pioneering PV industry of the country, we are railing 
against a public utility’s desire to sell PV on the basis 
that it will run you out of business. Poppycock. 
Compete with them, distinguish your service from 
theirs. Learn to improve what you do. Stand up and 
cheer that PV is finally getting AN ENDORSEMENT 
from the very “establishment” that many of us feared 
would never acknowledge the feasibility of 
photovoltaics. 

If we really believe in the importance of renewables to 
our planet, getting the word out is critical. The decision 
by utilities to begin providing PV is a giant step in the 
right direction. I encourage you to think globally about 
what is best for all of us as you evaluate the meaning 
of the electric utility’s entry into this arena. Fellow small 
business person. Matt Farner, Eagle Ml 

Hello Matt: Thanks for your thoughts. Like you, Cynthia 
and I live in a solar powered home and operate a small 
business doing something that excites us. We also 
share your global concerns and expect to see 
renewables make an increasingly significant 
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contribution in the future. In fact, we believe we are 
definitely part of the forces bringing that reality into 
existence. 

Your arguments supporting utility PV service are not 
new. They are among many that SCE themselves 
presented in rebuttal to iPP arguments presented to 
the CPUC. /As such I can accept them as assumptions 
supporting the utility perspective, but they certainly are 
not facts. To a certain extent, the program we are 
about to have here in California will test these 
assumptions. The rest of the nation should be cautious 
before assuming any conclusions. 

You mention the benefit to your business when a 
competitor opened shop. I’m a little dismayed that you 
don’t seem to know the difference between another 
business competitor and a monopoly. At the heart of 
my issue with utilities is that they are monopolies! 
Perhaps the American consciousness has glazed over 
a bit about why they are allowed to exist. I believe that 
monopolies are on the way out. Anachronisms of past 
times. As such, they will not be capable of leading the 
way to a new energy future. In a future of decentralized 
energy production, we can expect decentralized 
energy businesses. \Ne expect to be there along with 
many more like us, flexible and responsive to our 
customer’s needs, providing services and goods at 
competitive rates. It’s the American way. How are 
monopolies justified in a free enterprise system that is 
healthy? — Don Loweburg, Offline 

Hi Matt, Several years ago we felt just as you do. 

1/1/e Ve changed our minds. Would you buy something 
on time if the loan cost more than 100%+ of the base 
purchase price? To date, all of the utilities “rent to own” 
schemes would cost the end user anywhere from 100 
to 200%> more than of the original system cost from a 
reputable dealer. To use your True Story analogy, 
what if the company that moved into your area did 
such a poor job that the product or service appeared to 
be unreliable or outrageously expensive? How would 
your business have done then? — Karen Perez 

Well, Matt, we disagree. Our planet needs renewable 
energy, not another power struggle. Energy is now 
something that can be home-grown. Utilities are in the 
business of selling energy. The democratically diffuse 
nature of solar energy doesn’t lend itself to 
centralization. Based on the utilities’ performance with 
nuclear power, I neither trust them nor feel that they 
have this planet’s welfare at heart. I’ve been living on 
solar for twenty-four years. We don’t need a profit- 
oriented utility to show us that solar works. Watch out! 
These folks want to rent us sunshine. If we don’t insist 
on home-grown power, then it will be utility bills as 
usual. — Richard Perez 




Far Sighted? 

Our family moved off-grid several years ago. One of 
the main reasons for our move was to get the utility 
company out of our life for both financial and 
environmental reasons. 

No matter how we cut back on our electric usage and 
conserved our utility bills went up and up. Our family 
has strong environmental values and is very anti- 
nuclear. 1 was happy to be able to stop paying bills to a 
company that runs dangerous nuclear power plants. 

I have been following the discussion about utility 
company’s wanting to enter the offgrid area. I am 
concerned that the effect of this move would be to 
eventually put the growing locally owned companies 
that are now providing this service out of business. 
There is ample precedence for this. 1 am old enough to 
remember the locally owned independent gas stations 
and how they were put out of business with price wars 
by huge oil companies and the locally owned grocery 
stores that have also gone by the wayside. I do not 
want to see this happen to the PV company that 
installed our PV system and our neighbors. Personally 
I do not want to see PV controlled or dominated by the 
same energy monopolies that own the Diablo Canyon 
and San Onofre nuclear power plants. 
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It is clear to me that the utilities lack any commitment to 
a clean, safe environment as long as those plants are 
operating and creating deadly waste for our future 
generations to have to deal with. 

So if not for environmental reasons then why are the 
utilities interested in off-grid photovoltaics so well 
served now by a growing independent industry? In my 
opinion, it is because photovoltaic technology clearly 
makes it possible for people like me to choose to 
unplug and generate our own power. Over time more 
and more people will choose energy independence and 
the utilities will lose customers. I believe they would like 
to nip this trend in the bud. Jan Goldman, North Fork, 
CA 

More Sun Frost Data 

Hello from eastern South Dakota; the eastern fringe of 
“the great American desert”. Things are great here. 
Winter’s over and garden, grass, flowers, sheep, and 
Darlene are ecstatic. The PV system. Sun Frost and 
me are perking right along too. I enjoyed reading the 
Letters to Home Power concerning what other Sun 
Frost owners had to say about their units and wanted 
to share my numbers, now that I have some. Bought 
an Omni-Meter and have really learned a lot about my 
system since. 

Anyway, during May, our kitchen temperature ranged 
from 70 to 85 °F. The Sun Frost consumed on the 
average of 600 watts per day. The range was from 440 
to 740 watts per day. A standard max/min refrigeration 
thermometer gave consistent back of the freezer 
compartment temperatures of zero +/- 2 °F. The back 
of the refrigerator stays at 37 °F, +!- 3°F. The 
temperatures near the door vary as much as +/- 10°F, 
but most of that is due to fanning the door, and 
momentary in nature. The ice cream stays consistently 
frozen regardless of location, and the vegetables and 
meats keep equally well regardless of location, so 
there aren’t any warm spots. This only makes sense 
with the well insulated walls, and the open nature of the 
refrigerator and freezer compartments on the Sun 
Frost. 

Our household has Darlene, me and a teenage 
daughter, Sarah. We save energy because Darlene, is 
dictatorial about not fanning the SF doors, and getting 
food moved in/out at the same time, plus we are not 
into iced drinks. Now if I could just convince her of the 
massive amount of phase energy involved in thawing 
frozen food in the fridge. Cliff Millsapps, RT2 Box 147, 
Hartford, SD 57033 

Thanks for the data, Cliff. Many Sun Frost users have 
been writing in about the performance of the units. \Ne 
estimate that over 80% claim their Sun Frosts use less 



power than specified by Sun Frost. Sun Frost 
contacted Hallett Douville (see Letters in HP#41) about 
his Sun Frost which seemed to consume more than it 
should. The net result was a measurement error 
caused his RF-16 to appear to overconsume. We are 
still taking data on our RF-19 and it consumes an 
average of 1,045.2 Watt-hours per day. We keep 
freezer at 3 °F. and the frig at 36 °F. Richard Perez 

Mailing Label Gremlins 

I know that you do try to run this publication in an 
efficient manner but you did mess up on my last issue, 
which I received today and promptly read. Being a 
thorough reader I saw the note in the subscription 
notice and the picture and letter from Rick Niemi, so I 
checked my label only to be baffled. Plain English does 
usually mean just that so I was puzzled by the lack of 
plain English on the label. Upon checking my back 
issues I found that you normally do have stated in plain 
English on my label, “Your last issue #43”. But not so 
on issue #41 . Hope that you can chase that gremlin out 
of your closetl Keep up the good work. Mark Hack, 
Longview, WA 

Hi Mark, Everyone who’s last issue was #41 already 
knows what went down via a postcard, but for those of 
you who’s last issue wasn’t #41, here’s what 
happened. The company that generates our mailing 
labels hired a new person who inadvertently dropped 
the “This is your last issue’’ line from #4 Is labels. 

OOPS 1 1 We’ve taken steps so this, hopefully, won’t 
happen again. So please keep checking your mailing 
label for plain English I Karen Perez 

BBS Power 

As much as I anticipate the arrival of each issue of HP 
magazine none have made the impact of issue #39. 
The introduction of Home Power BBS has brought to 
me (and many others) a wealth of information on 
renewable energy, from your earliest issues right up to 
the more recent ones, being a relatively new computer 
user I have not yet utilized your BBS to the fullest, but I 
find it a good incentive to learn. I particularly like to see 
home energy projects geared to the home handyman 
with average skills. Cliff Marshall (on Prodigy Armx 
55A), Forestdale, Rl 

Jolly Good Idea! 

I am a mature student for a Higher National Diploma in 
Engineering. 

I am interested in alternative energy/technology (AT) 
and as part of the course I am planning a study tour of 
the United States from October to December of this 
year primarily visiting the states of Arizona, California, 
and New Mexico, but also visiting other areas if my 
schedule permits. 
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It is my intention to visit establishments, either 
organizations or private individuals who are working in 
the field of AT. Especially those that have successfully 
established AT as part of there lifestyle, and have been 
successful in reducing or removing their dependency 
on conventual energy sources. The aim is to assess 
the success of these enterprises and there suitability 
for application in the United Kingdom. 

I would therefore be grateful if you know of any suitable 
places that I could possibly contact with a view to 
arranging a visit? 

I thank you for your assistance and look forward to 
your reply. Andrew Kitts, c/o Lincolnshire College of 
Agriculture and Horticulture, Caythorpe Court, 
Caythorpe Grantham, Lincolnshire, Great Britain NG32 
SEP 

Hi Andrew, You would be very welcome to visit us here 
at Home Power. We are only one mile from California 
(but California is a very iarge state). Our whole 
neighborhood is powered by renewabie energy. 
Hopefuily, by printing your letter, HP readers in the 
states you mentioned wiii drop you an invitation. Steve 
Wade, Wind & Sun, The Howe, Watiington, Oxford, 
England 0X9 SEX, in your backyard, iives with 
renewable energy and undoubtedly knows others in 
your area. Good Luck! Karen Perez 

Phantom Load Killer! 

For those of us who couldn’t or wouldn’t program our 
VCRs, the Video Plus is just the ticket. All you have to 
do is punch in those little numbers in your TV listings 
and that’s it. No more setting your clock because the 
VCR Plus is powered by a 9 Volt battery. So you can 
unplug your VCR, kill the phantom and not have to 
reprogram it ever again. Dick Sextone, Putney, VT 

City Off-Grid 

Love your magazinel I have all issues except the very 
early ones. Any news on making the articles available 
out of the first ten issues? I need more reading 
material! 

I have been moving off-grid a circuit at a time. I have 
been adding panels and batteries to my system as I 
can afford it. Currently I have eleven sets of QuadLam 
PV and two Kyocera PVs up and running. Fourteen 
golf cart batteries provide storage, and a Statpower 
1500 W inverter provides 120 vac. Bobier Electronics is 
building a UL power center so I can get on the right 
side of the electrical inspectors. Eventual plans are to 
add a Trace sinewave inverter and a Sun Frost 
refrigerator. (This 25 cu ft side by side monster is 
eating up all my solar juice!) A wind generator will be 
added when I move to the Mendocino coast in about 
four years. 



Do you know of any source of computers that can 
supply low power consumption systems? The people 
around here say their ‘puters use very little juice, but 
when you start talking watts, they change the subject. 
Seems they can talk gigabytes and other buzz words, 
but have no idea how many watts their units gobble up. 

I am writing this on an old AST 286 that draws over 
1 00 watts not counting the monitor! I cannot leave my 
computerized weather program running 24 hours a day 
off grid! As my wife’s job is geared to the IBM 
architecture and she has to use the home computer for 
work, Macs are out of the question. 

Also, for the collection of items that won’t run on 
modified sine wave, I have a Radio Shack clock radio 
with dual alarms. I guess I shouldn’t say it won’t run, it 
runs at twice speed on the clock! (time sure flies). I 
don’t know if the new ones have that same problem. 

Who says off-grid won’t work in the city? Thanks for 
spreading the message! Bob Taylor, Huntington 
Beach, CA 

Hi, Bob. The out of print Home Power issues are 
available on Internet or the Home Power BBS. See 
page 14 of this issue for access data. The number of 
people “going off the gird one circuit at a time” is truiy 
astounding. We’ve received dozens of ietters from folks 
using PVs on the grid. Check out the system saga on 
page 6 of this issue. Here’s a feliow who would rather 
put his money into sunshine rather So Cat Edison. We 
were always told by PV pundits that grid folks wouldn’t 
use PV until the price was iower than $2.00 per Watt. I 
guess these experts could learn something new about 
the power of the sun! If you couple PV with efficient 
power use, you have a combo that works right now! 

Contact John Osborne at Aircastle Enterprises, 15941 
Goidwin Place, Southfield, Ml 48075 • 313-557-7961 
for the scoop on super efficient computing equipment. 
Modern iaptops and notebooks (we use a PowerBook 
160 here) are very small consumers of power. In larger 
systems, it is the display which consumes about 75% 
of the power the system requires. Choose your dispiay 
wiseiy. 

It is very common to find electronic dock circuits that 
run double and even quadruple time on modified sine 
wave inverters. The dock circuit is counting the 120 
vac wave front transitions, and perceives the radicai 
vottage transitions of mod sine waves as additionai 
cycles. Get a clock that uses a small battery and you’ll 
get up on time. Richard Perez 

EV Pen Pal 

I am particularly interested in the articles on electric 
cars. I own a 1975 Citicar which I use daily for local 
transportation and am making slow progress in 
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converting a 1981 Pontiac T-1000 (Chevette) to 
electric. I have just recently moved to the Kansas City 
area and would be delighted if you could tell me if there 
are any other electric car enthusiasts in this area. 
Edward P Chancey IV, 1 700 E 80th St, Kansas City, 
MO 64131 

An Apprentice Exchange Program 

Thought your readers would benefit from learning 
about this new exchange. Learning through 
apprenticeships is one of the most ancient and 
rewarding ways of acquiring knowledge. The set-up is 
simple. Two people work together — one person who 
wants to gain specific skills or knowledge, and another 
who is experienced in those particular areas. The 
Mentor Apprentice Exchange connects mentors and 
apprentices from all areas of North American. 

More mentors are needed in the areas that your 
publication focuses on. Equipping apprentices with the 
tools and skills they need to build a sustainable future 
is one of the best gifts a mentor can give. Heidi 
Priesnitz, The Mentor Apprentice Exchange, Box 405, 
Canning NS BOP 1H0 Canada, 902-582-3046 



Neutralizing Battery Spills 

In the past, I have read about people who keep 
neutralizing agents in the case of a battery spill. The 
problem is that nobody says how much solution to use. 
I ran some numbers and here is what I found: If you 
spill sulfuric acid, use four times as much of a one-to- 
one lime solution. If you spill potassium hydroxide use 
half as much sulfuric acid, or twenty times as much 
vinegar. 

These numbers are close enough to clean up fairly 
well. Mark VanPopering, Byron Center, Ml 

Thanks, Mark. Here are a couple of more equivalents. 
One pound of baking soda poured into one quart of 
battery acid will do a good job of neutralization. For 
alkaline electrolyte, I use one quart of Muriatic acid 
(from a pool supply store) to neutralize one quart of 
alkaline electrolyte. Richard Perez 





Join us and get your hands-on! 

Learn the 
practical use 
of solar, wind 
and water 
power. 

Solar Energy International 

Renewable Energy Education and Sustainable Development 
BOX 715, CARBONDALE, COLORADO 81623 
(303) 963-8855 • FAX (303) 963-8866 
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Radio Help 

I would like to know more about good radio listening. 
We live in rural Alaska where there is no TV reception 
without a dish. We have no dish (have lived w/o TV for 
18 years). We used to love radio, but the inverter kills 
that too. Before the inverter we had a small radio 
booster with a ground and antenna that would bring in 
radio. Some of the suggestions I’ve heard are 1 . coax 
-100’ to bare telephone wire & good ground; 2. giant 
320’ loop; 3. DC rod antenna with 100’ coax. Would 
any of your experts have any suggestion for radio 
antenna that work with an inverter present or must the 
inverter be turned off. Going on six years with our solar 
system — I miss radio news. Too many things in 
Alaska politics affect our lives & we don’t have any 
news just human pipelines for news. We only get a 
local small town paper with little or no statewide news. 
Sue Entsminger, HC72 Box 800, Tok Cutoff, AK 99780 

Hello, Sue. All of us at Home Power are hams 
(amateur radio ops). \Ne understand radio frequency 
interference (RFI) and what a problem it can be for 
radio listeners. The first way to reduce RFI is to 
eliminate it at the source. Either replace your inverter 
with one that produces less RFI, or do all you can to 
reduce the RFI in your present inverter, in my 
experience, the Exeltech sine wave inverters, 
equipped with their optional RFI quiet kit, have the 
least RFI of any inverter. You can add RF bypass 
capacitors (0.1 pf disc ceramic rated at twice your 
battery voltage) between positive and negative poles 
of both ends of your present inverter’s DC input cables. 
You can also twist your inverter’s DC supply cables 
into a twisted pair. Making a spiral helix of the input 
cables vastly reduces the RFI that they radiate. 

As far as antennas go, your needs are difficult to 
satisfy. First, radio signals are weak in your location 
because you are so far from their source. Second, you 
live in an RFI noisy environment (the inverter). Your 
antenna must be located as far as possible from the 
inverter. I like very long single wire antennas (end fed 
Hertz) for AM and shortwave listening. I use one here 
at Agate Flat that is over 400 meters long and made 
from 18 gauge galvanized, steel electric fence wire. In 
your case, locate any all parts of the antenna at least 
200 feet from the house. Add a signal booster (RF pre- 
amplifier) at the antenna. Bring the already amplified 
radio signal into the house on high grade coaxial cable 
(RG 8U or better). The coax shields against inverter 



noise. Pre amplifying the signal at the antenna makes 
the radio receiver (in the house) less sensitive to 
inverter noise. Establish a good, deep ground rod just 
for the radio. Don’t hook any power system equipment 
to this radio-only ground rod. Powering all the radio 
gear directly on low voltage DC from a separate 
battery (with no inverter or any connections to the main 
system) also decreases RFI. Antennas and RF pre- 
amps are available from C. Crane & Co., 558 10th 
Street, Fortune, CA 95540 • 1-800-522-8863. They 
have a swell free catalog of all sorts of serious radio 
stuff. I’ve used their gear and it is first class. 

Finally, check out your radio receiver. Modern general 
coverage receivers are more sensitive and able to 
resist noise than radios made even five years ago. In 
the moderate price range, I love our Sangean ATS- 
803A. If you are really addicted to radio, the ICOM’s 
new general coverage gear is amazing! — Richard 
Perez N7BCR 

Measuring Watts 

I am hoping you or other readers of your magazine 
might be able to help me find an inexpensive watt 
meter and an energy efficient ac to DC power supply. I 
have been trying to measure the power consumption of 
various items used in my house. For larger appliances I 
either shut off power to all but one circuit and use the 
watt-hour meter on my house, or I use a watt-hour 
meter which the local power company loans to 
customers. Recently I have been experimenting with 
different ac to DC power supplies which I use for 
recharging small batteries, powering electronic 
equipment and operating small DC water pumps. 
Typically these use less than 20 watts and using a 
watt-hour meter gets rather tedious as I have to wait for 
long periods for the meter disk to make a complete 
revolution. I would like to locate a watt meter for say 
$100 for measuring 1 to 100 watts. I have also noticed 
that small “plug in the wall” outlet type ac to DC power 
supplies , which costs about $10 and deliver 12 watts 
at 1 2 VDC, require about 20 watts ac for an efficiency 
of around 60%. I have been told that they could be 
easily made to be over 90% efficient for an input of 12 
ac watts, but the manufacturers generally opt to use 
the cheapest material and construction techniques. 
Since electricity is about $0.43/kWhr in many small 
communities in Alaska, a 7 watt savings can mean 
more than $25/year saved when equipment is left on 
continuously. Obliviously, I would be happy to pay 
more for an efficient power supply in such a case. 

Thanks for your assistance. Michael Mauser, 1466 
Carr Ave, Fairbanks, AK 99709 

Hi, Matt. The most efficient type of ac to DC power 
supplies are now “switching supplies”. See the article 
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in HP#40, page 70. Efficiencies in these switchers is 
approaching 90%. Any ac watt-hour meter with the 
sensitivity you require is going to be expensive (over 
$700). i suggest that you invest in a good digitai 
multimeter (a DMM like the Fluke 87 or Wavetek 2020). 
This will cost you about $300. Both these meters will 
record average rms ac current in a variety of ranges. 
Simply record average current, multiply it by average 
voltage (117 vac), and multiply the result by the time in 
hours that the DMM was recording current. Presto, ac 
watt-hours! The advantage of the DMM is that it will 
record everything from micro amps to mega amps 
(with a shunt). Your measurement needs vary from the 
very small to larger appliances. Plus the DMM is a 
general all around good tool. Once you own one, you’ll 
wonder how you got along without it. — Richard Perez 





G ras5 Val I e^Sol ar & Wi nd 





Sen/ingthe 

Upper Peninsula of Michigan 
with the latest in 
Alternative Energy I nformation. 
Services & Equipment 




Steve Schmeck Sue Robishaw 
Rt. 1 Box 52, Cooks, Ml 49817 
(906) 644-2598 




OZARK 

RENEWABLES 



‘Brinaina Mternative ‘Energy to tfte Ozarks 



Solar Wind Hydro 

• SYSTEM SIZING & DESIGN 

• CONSULTATION 

• EOUIPMENT& INSTALLATION 

• SERVICE & UPGRADES 



417 - 338-8688 

‘Bo7c4305 * E^eds Spring j (MO G5737 ^ 
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Solar Pathfinder 

Solve your PV panel siting problem fast 
with the Solar Pathfinder, the only 
instrument available that provides a full 
year of accurate solar data in a single 
reflected image. One siting takes only 
minutes and requires no special skills or 
technical know-how. No more guesswork! 

New Diagrams, New 
Manual, New Address... 




Sunpath diagrams are now available from latitudes 18 to 65 
degrees north and south. Diagrams for equatorial regions 
will be ready shortly. 



Our new user-friendly manual makes the Solar Pathfinder 
even easier to use. 

Solar Pathfinder 

25720 465th Avenue, Dept HP 
Hartford, SD 57033-6328 
605-528-6473 

Pathfinder with metal case, tripod, sunpath diagrams, and manual 
still only $195. Hand-held model without case or tripod, $118. 25 
Diagrams $10.50. New manual $18. All prices post-paid. 

Visa or Mastercard accepted. 




Things that Work! 
tested by Home Power 




Bringing the finest in technology, equipment, and 
knowledge to the northern midwest. 



Solarex & Kyocera photovoltaic modules 
Trace & Heart inverters 
controllers, meters & more! 




Route 1 Box 71, Port Wing, WI 54865 (715) 774-3374 
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Rates: lOcti per CHARACTER, include spaces & punctuation. 
$15 minimum per insertion. Please send check with ad. Your 
cancelled check is your receipt. 



USED WIND GENERATORS, Towers, inverters, & Water 
Pumpers: 80 systems in stock, 1500 Watts to lOkW. We 
repair & make replacement parts, blades & governors for 
most wind systems, pre-REA to present models, specializing 
in old Jacobs Wind Generators. We build tilt-up towers and 
tower-top adaptors for the Whisper Wind Generators. Best 
prices on Bergey, NEO, Whisper, & Windseeker. Plus we 
pay shipping to the lower 48. Call with your needs or write to 
Lake Michigan Wind & Sun, 3971 E Bluebird Rd, Forestville, 

Wl 54213, 414-837-2267, Fax 414-837-7523 

DWELLING PORTABLY in tents, domes, vans, trailers, 
wickiups, remote cabins, unfinished houses, etc. What works 
and what doesn’t. $1 /issue. POB 190-hp, Philomath OR 
97370 

PURE CASTILE & VEGETARIAN SOAPS. Handmade in an 
AE environment. We also have hard to find natural bath & 
body care products. FREE catalog: SIMMONS 
HANDCRAFTS 42295 AE, Hwy 36, Bridgeville, CA 95526 
HYDROELECTRIC SYSTEMS: Pelton and Crossflow 
designs, either complete turbines or complete systems. 
Assistance in site evaluation and equipment selection. Sizes 
from 100 watts to 5 megawatts. Manufacturing home and 
commercial size turbines since 1976. Send for a free 
brochure. Canyon Industries Inc., P.O. Box 574 HP, Deming, 
WA 98244, 206-592-5552. 

LOW WATTAGE KIRBYS (1 10 VAC) As reviewed in HP#23 
Home & Heart.& HP#32 Things That Work. Rebuilt- 6 mth 
guarantee. 3 Amp- $175 4 Amp- $150, tools- $25 + UPS - 
$15-25. SANDERSON’S 20295 Panoche Rd., Pacines, CA 

95043 or (408) 628-3362 

XXXXXXXXXX USED SOLAR MODULES XXXXXXXXXXX 
XXXXXXXXXXXXX 16-2000 - $165.00 XXXXXXXXXXXXX 
XXXXXXXXX SIEMENS M51 — $185 XXXXXXXXXXXXX 
New PowerStar Inverter’s 1300 watts-$795. Trace inverter 
2512 $1095. 1000 watt sine wave inverter 48V $200, new 14 
cu ft gas refrigerator $1795, new & used ni-cads from AAA 
to 250 AH. Will match or beat anyone’s prices on equipment. 
Call or write for free flyer. Craig, 10192 Choiceana, Hesperia 
CA 92345, 619-949-0505. Trade-in’s welcome. M/C VISA 

Discover accepted 

MAGNET KITS (Strontium ferrite) for “The Homebuilt 
Dynamo” cut to size and magnetized. Sample pair $12 (US) 
postpaid airmail; from Al Forbes POB 3919 Auckland, New 

Zealand, 9-818-8967. 

AVAILABLE NOW FROM THE MIDWEST RENEWABLE 
ENERGY ASSOCIATION: Renewable Energy/Efficiency 
Directory. A great networking tool listing users, providers, 
networkers, educators and “do-it-yourselfers” in the RE 
fields. Send $5.00 (includes postage and handling) to: 

MREA, POB 249, Amherst, Wl 54406. 



SUMMER SALE EXPIRES 7-30-94. Siemens M55 315 each 
M75 305 each Minimum 4 PC4JF 399 each min 4 includes 
shipping. Ouadlams Golds 380 Bronze 340 Copper Lams 
172 Minimum 4 boxes plus shipping. Trade In your old 
inverter for New Trace 4000W. Send SASE for info & used 
equipment list. Alternative Power 701 S Main, Westby Wl 

54667 608-634-2984 

EDTA RESTORES SULFATED BATTERIES. EDTA 
tetrasodium salt, info., catalog, $12/lb. plus $3.50 ship. & 
handle. Trailhead Supply 325 E. 1 165 N. Orem, UT 84057 
NEW ! ULTRA HIGH EFFICIENCY REFRIGERATORS 4 cu 
ft chest refrigerators or freezers $850, 12 cu ft upright R/F 
$1600, 12, 24, 120V Now With Ozone Friendly Refrigerant 
contact Dan Alway at Low Keep Refrigeration, 24651 
Second Ave, Otsego, Ml 49078-9406, (616) 692-3015 
VERMONT SOLAR ENGINEERING — professional design, 
installation, sales & follow-up support — that’s what we’re all 
about! Our extensive field experience makes the tough 
choices easy for you. PV, Hydro, Wind & DHW(domestic hot 
water). We have what you need & we’ll treat you right! 
System kits & components at attractive prices. Something’s 
always on sale.. .CALL FOR UNADVERTISED SPECIALS! 
Free UPS over $1000! Complete catalog $2.50. Call Kirk 
toll-free, 1-800-286-1252, 802-863-1 202(local), 863- 

7908(fax). 69 Thibault Pkwy, Burlington, VT 05401. 

CEILING FANS: The largest selection of DC Powered (12 & 
24VDC) ceiling fans anywhere in the U.S. From traditional to 
modern, classical to custom design. For brochure and list of 
dealers send SASE to R.C.H., 2173 Rocky Crk Rd, Colville, 
WA 99114. Dealer inquiries welcome FAX 509-684-3973 
NORTHWEST ENERGY STORAGE PRESENTS the only 
industrial battery in its field with the HUP patent. The 
process behind the HUP increases the battery’s expected 
work life according to extensive testing conducted by the 
U.S. Department of Energy. When comparing with other 
industrial batteries such as Trojan, Deka or Pacific Chloride, 
only the HUP battery can provide longer work cycles with 
sustained strength through patented HUP technology. 
General Battery backs its products with the longest warranty 
period in the industry — seven years — your assurance of 
quality and performance. The HUP battery now offers 
copper connectors which gives you the option of moving 
each 2 volt individually. Today the HUP is considered the 
industrial battery of choice for the nations largest food 
distributors, automotive and tire companies. Free shipping 
48 states. Buy the best for less. Contact Northwest Energy 
Storage 10418 Hwy 95 North, Sandpoint, ID 83864 (208) 
263-6142. 

START YOUR OWN TECHNICAL VENTURE! Don 
Lancaster’s newly updated INCREDIBLE SECRET MONEY 
MACHINE II tells how. We now have autographed copies of 
the Guru’s underground classic for $1 8.50, Synergetics 
Press, Box 809-HP, Thatcher, AZ 85552. (602) 428-4073, 
VISA/MC. 
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INTERESTED IN INTENTIONAL COMMUNITY? Growing 
Community Newsletter offers practical information about 
forming/joining intentional community. Alternative buildings 
and structures; home power generation; legal, financial & 
land options; food & agriculture; decision-making, 
consensus, leadership; conflict resolution; successful 
communities; communities now forming in the West. What 
works, what doesn’t work, how not to reinvent the wheel. 
Quarterly, 1 6 p. Sample $3; one year $21.111 8-HP Round 

Butte, Ft. Collins, CO 80524, 303-490-1550 

1 .8KW ENERTECH AND 1 KW BERGEY Utility Intertie wind 
electric systems with controls, new-$2000 ea., 60H SSV 
Rohn free standing tower-$2000. New and used 
AEROPOWER 4KW utility intertie S&S synchronous 110 
VAC inverters. $1600 to $1000. New and used 
AEROPOWER alternators and parts. Arnold Allen 916/583- 

5184 

WOOD FIRED CLOTHES DRYER - Solar hot water, DC 
wiring and gravity water systems, pool heaters sundials, 
vehicle based heaters, dozens of home energy products you 
build with our plans. For catalog send $1 , refundable with 
order. Mention this ad: Sunrise Design Services, P.O.Box 

10914, Reno, NV 89510 

FOR SALE: Trace 2524 with digital panel, charger, RC2000 
remote, 2 yr old; $1000. SunFrost R16 24V, 3 yr old; $1400. 
SunAmp Meter; $100. 802-328-3976 eves; 603-788-2565 
days. 

**********87 WATT PV Copper Quad-Lams $150************ 

8 or more, $1 60 4-7, $1 70 1 -3, Used 1 year warranty also 
Bronze, Gold and other products. Free Information 800-500- 

3216 ECO Designs 

ELECTRIC MINIVAN by Jet Industries. 20 hp G.E. series 
motor, PMC controller, 12” radial tires. 102/12 Volt Lestronic 
battery charger. 21,000 miles. 50 mile range. $4800 with 
new 102 Volt battery, $3900 w/o battery. 916-284-7849 Bill 
SOLAR ELECTRIC SYSTEM (2 years old) 12 Siemens 53 
Watt mods, Zomeworks tracker. Trace 2500 watt Inverter 
and 150 Amp Charger. (805) 373-9433 All or part. Other 

New and Used equipment available. 

JET ELECTRIC FORD TRUCKS (4), 120 volt, 30 HP series 
motor, EVI controller, gas heater, no batteries. Start at 
$1750. Gas Generator 28 Volt DC 100 Amp, 2 cyl. 4 cycle 
Military Surplus ME-021 used $375. AC Inverter: 1000 watt 
60 ops, needs case, 12 VDC input New $425. 250 watt 400 
ops 20 VDC input Mil Spec. New $125. Russian Nite Vision 
New $495. Beyond Oil, Box 99, Mill Valley CA. 94942 Phone 

415-388-0838 Fax: 415 388 9178 

CRYSTAL SET HANDBOOK build crystal sets, listen to AM 
radio without batteries or electricity. Includes projects, 
formulas, and 3 issues of our newsletter, $12.95. Join the 
XTAL Set Society, receive 6 newsletters, $9.95. POB 3026, 

St Louis MO 63130 

1981 JACOBS WIND GENERATOR with 100’ Rohn tower 
and Mastermind inverter. Almost new blades and governor 
$9,000.00 (218) 963-7786 



AFFORDABLE EcoTransportation SOURCEBOOK or 1994 
Buyer’s Guide to Electric Vehicles. $6 each postpaid or $10 
for both, prepaid. Quantity discounts available. Big EVA; 

RR2 Box 3700; Pahoa, HI 96778 

8 ACRES, OAK-COVERED VIEW, 10 GPM well, drive & 
pads cut. Quiet, secluded, yet only 4 mi from Nevada City. 
Ideal Solar Site! Extras. $95K (916) 477-7330 
EARTH-SHELTERED HOMES This definitive manual by 
noted authority Loren Impson features detailed building 
instructions for the amazingly affordable and practical Ferro- 
Cement Dome Home. Only $15 from Sun Life P.O.Box 453, 

Hot Springs AR 71902 

8 FOOT AERMOTOR WINDMILL 6 yr old head & 27’ gal. 
tower including pump & pipes, on ground, ready to haul. 
$2500 all (408) 628-3362. (central Calif.) 

BROAD LINE OF R.E. PRODUCTS. Will broker 
“Homeowner Installed” systems for 5% or install in state of 
Maine. Highbush Solar, RR#1 Box 1572, Dixmont, ME 

04932 (207) 234-2270. 

USED ELECTRICAL 200 large 2 volt clear cased Gould 900 
lead/acid bats. 65 nicad bats. Large disconnects SWS, 
transfer SWS, panel boards, relays, large or small 
contactors, starters, breakers, etc. 5 kW — 500 kW UPS 
systems complete. Transformers, Hid Lighting 400-1000 W. 

916-933-0474 

TRACE 2024 INVERTER: 24V with battery charger, stand- 
by. turbocharger. Factory tested, like new, $900, 804-971- 

1647. 

LARGE 12 VOLT DC MOTOR. Older but unused Prestolite 
lift-truck motors, 1.1 hp continuous, 4 hp intermittent, series- 
wound, $150 each (have 2 of them). Write or call for details. 
Bill Spikowski, 1617 Hendry, Fort Myers, FL 33901 813-334- 

8866 

TAMPER 10KW GENERATOR, 120V 104A, 120/240V 52A, 
120V 3ph 60A, 120/208V 3ph 35A. excellent for 

hydroelectric system, $1000. or trade. (916) 626-9666 

PASSIVE SOLAR HOME with greenhouse- classic building 
originally featured in “The Well Tempered House” & 100 
acres, $79,000. 1800’s farm house, large Guesthouse, pond 
& 100 acres, $98,000. Geodesic Dome Workshop, pond & 
100 acres, $59,000. Located on scenic 300-acre retreat with 
beautiful forests, meadows, streams. Wildlife Refuge. 
Belmont, N.Y. 3 Adjacent parcels, sold separately or 

together-$236,000. (41 6)-766-7653. 

FIRE SALE! 22 ARCO panels 32 Indus. Chloride batt. Trace 
inverter, PV control panel w/2-400 amp main disconnects -1- 
2-30 chg inputs. $1 0,000. Electric Car $3,900 916-292-31 34 
BEST 5000 WATT INVERTER w/charge cent, fully broken 
in, perfect shape, highly efficient, huge surge capacity, 950$ 
Call (707) 571-5176 or write R. Spinelli P.O Box 236 Willits 

CA. 95490 

WANTED USED SOLAR PATHFINDER. Write to Mark Dale, 
8251 Northrop Place S.W., Seattle, WA 98136, or call 206- 
932-6357 evenings and weekends. 
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Support HP Advertisers! 



Go Solar Enterprises 

Micro-Hydroelectric • Photovoltaic 
Wind Power 

Site Analysis Hardware Sales 

System Sizing And Design Installation 

Consultation Education 

SERVING THE CENTRAL BLUE RIDGE MOUNTAINS 

NC Electrical Lis #18133 

Joe M Flake 
P. O. Box 422 
Richfield, NC 
28137 
704-463-1405 





Renewable 
Energy On 
CDROM 

For Alternative Energy Fans, 
Business, Researchers and 
Educators. PC/MAC/UNIX 

Reports, Articles, Newsletters, Programs and 
Graphics on PV’s, Wind, Hydro, Controls, EV’s, 
Biofuels, Environment and Sustainable Systems 
Article Text and Graphics from Home Power #1-35 
Includes: 250 Megabytes of Shareware and PD 
Software for Macintosh and PC Compatibles 

Sonoma Online 

POB 7518, Santa Rosa CA 95407 
707.545.7533 Information 
- For Credit Card Orders - 

Call HP at 916.475.0803 International Orders Add $3 



$29S 




What Are You 
Missing? 

Need some back issues of Home Power? 

If you don’t know what you’re missing, check out the index in 
HP#42. Issue 42 contains an index of articles in issues #1~ff41. 

You can buy them individually: 

$3.00 each for #1 1 , #1 3, #1 4, and #1 6 through #20 
$4.50 each for #21 through #41 

Or 



Deal #1 : buy all 29 available issues for $87 

Deal #2: buy 6 or more issues (of #21 through #41) for $3.50 each (sent bound printed matter). 

for U.S. ZIP codes only, see page 81 for international back issues. 



(Sorry, we're out of issues 1 through 10, #12 and #15. We are planning to compile them into a book. Until then, borrow 
from a friend. If you have a computer (or a friend with one) download the article you’re missing by calling the Home 
Power bulletin board at 707-822-8640. Or check with your local library; through interlibrary loan, you can get these 
back issues. Jackson County Library in Oregon has all issues as does the Alfred Mann Library at Cornell Univ.) 

Home Power, POB 520, Ashland, OR 97520 • 916-475-0830 VISA/MC 
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Home Power's 
Mercantile 

One insertion per customer per 
issue. $80 per insertion paid in 
advance. Your cancelled check is 
your receipt. 




Don’t play expensive guessing games! 

Site those PV panels quickly and easily with the 
Solar Pathfinder. Tested “Things that Work!” HP #16. 

SOLAR PATHFINDER 

25720 465«' Ave., Hartford, SD 57033-6328 

605 - 528-6473 

Professional model w/case and tripod, $195, Handheld 
model, $1 1 8 (incl. shipping). Visa or Mastercard accepted. 



DC Power Systems 



Send for free data sheets on our line of patented, 98% 
efficient dimmers and motor speed controllers. Wall plate 
mount. New.. high efficiency linear system for electronics. 

ZANE International, Inc 



2026 10th St • Boulder, CO • 80302 • 303/444-7226 
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Concrete Dome Kit 

Build your own super strong concrete 
Monolithic Dome"’'. Offices, homes, shed, 
cabins, or anything. Energy and solar ,, 
efficient, inexpensive, and strong. 

(8«0)6»84I0«1 

Call or send $1 9.95 for Video 
Monolithic Constructors, Inc. 

PO Box 479-P • Italy, TX 76651 




Home Power #42 • August / September 1 994 






